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The followiag pages have been written as an introdnOi 
tion to the etudy of the Properties of Matter. The 
book does not pretend to be in any way a complete 
treatise. It aims at making clear to one who wishes 
to nnderstand something of Physics the meaning of the 
terma applied to matter, and the principal properties it 
poaaeasea. The subject cannot be fully treated without 
mathematical reasoning, though in the book itself only 
a little elementary algebra ia naed occasionally. 1 
hope that most of the contents may he intelligible and 
interesting even to those who do not follow the ma- 
thematical reasoning when it occurs. In conclusion, 
my thanks are due to Mr. L. R. Wilberforce, for his 
kindneea and assistance in reading the proofs. 
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CHAPTER I 

INTRODUCTORY — UNITS OF MEASUREMENT 

In this book we propose to deal in an elementary manner 
with some of the simpler laws and properties of matter. 
We shall have to treat of the various forms in which 
matter is known to us, and of the actions which go on 
between them. Most of the properties which will come 
before us are capable of exact definition and measure- 
ment, and a brief notice is required of the fundamental 
units in terms of which those measurements are made. 

We commence, then, in this introductory chapter, 
with a few explanations and definitions of names and 
terms which will frequently occur. 

Measurement of Space. — Space, like any other 
phy "^^ust b** ~^ in terms of a unit 



of its own kind. When we say that a certain room i3 
20 feet long, we imply that we have taken a certain 
length to wliich the name foot is given, and find that 
twenty of these placed end to end make up the length 
of the room. 

The nait of length nsnally adopted now for scientific 
purposes is the centimetre, which is the one-hundredth 
part of a metre. A metre was defined, by a law of the 
French Republic in 1795, as the distance between the 
ends of a rod of phtinum made by Borda, the tempera- 
ture of this rod being that of melting ice. At that date 
the distance, along an arc of the meridian of the earth's 
Bnrface, between the pole and the equator had recently 
been measured, and it was thought that Borda's platinum 
rod represented one ten-millionth part of this. Further 
research has shown that this is not strictly the case, so 
that the standard of length is not the terrestrial globs, 
but Borda's platinum rod. The divisions of the 
are decimal. Thus, 



10 decimetres = 1 metre 
10 centimetres = 1 decimetre 
10 millimetres = 1 centimetre 



'etaj^H 



Jlfeositremeni of Mass. — The quantity of matter in a 
I body is called its Maas. 

The mass of any body is measured in terms of some 
lit of mass. A mass 10 means one which contains 
n times as much matter as the unit, whatever it be, 
it of mass on the metric system is the kilogramme. 



wliicL is the quantity of matter in a lump of platinum 
made by Borda and intended to represent the mass of a 
cubic decimetre of distilted wat«r at a temperature of 
4°C. The unit of mass we shall adopt ia the gramme, 
which 13 one thousandth part of Borda'a standard, the 
kilogramme. A gramme ie approximately the mass of 
one cubic centimetre of water at 4°C., and this fact 
leads to great simplification in many approximate 
nomerical calculations, but it must be remembered that 
the definition of the gramme is that it contains one 
thousandth part of t!ie matter contained in Borda's 
standard of platiuum, not that it is tlie mass of 1 c.c. of 
water. 

Measurement of Time, — Another fundamental physi- 
cal quantity with which we have to deal is Time, The 
idea of time (says Maxwell) in its moat primitive form 
is probably the recognition of an order of sequence in 
oar statea of conBcionsneaa. Ths measure of time ia 
derived fi-om the apparent motion of the stars. The 
time occupied by the rotation of the earth round its axis 
ia very nearly indeed constant, but owing to the motion 
of the earth round the sun the interval between two 
Buccesaive paaaagps of the bud across the meridian of 
any place dilFerB from day to day. Tiie average of anch 
intervals during a year ia a mean solar day. A mean 
solar day contains 8G,400 seconds, and the fundamental 
unit of time ia the mean solar second. 

We shall tind, aa we proceed, that other physical 
I tutities can be expreased in terma of these three unita 
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.6 LAWS AND PROPERTIES OF MATTER 

In some cases, e.g. "when the acceleration is constant 
in direction and magnitude, the reasoning is simple, 
though it is beyond our limits to enter into it here ; in 
others again the difficulties of the problem exceed our 
present mathematical powers. 



CHAPTER n 

MOTION — KINETICS — THE RELATION BETW'EEN FORCE 
AND MOTION — LAWS OF MOTION 

So far we have been dealing with geometrical relations 
connected with the position and motion of a particle, 
without inquiring into the cause of the motion or into 
ibhe connection between the cause of the motion and 
the amount of motion produced. This first part of our 
subject is called kinematics. We have now to con- 
sider kinetics, which treats of the relation between force 
and motion. 

We commence with the following definition : That 
which changes or tends to change the state of rest or 
motion of a body is called force. Our primary idea of 
force seems to come from our sense of resistance opposed 
to muscular effort on our part. If we try to lift a 
weight we experience a sense of resistance to our en- 
deavours, and it becomes necessary to exert force. The 
result of this force may be to lift the weight, thus pro- 
ducing motion, or the force we can exert may not 
be sufficient to overcome the other forces actinr 
2 



8 LAWS AND PROPEIlTIES OF MATTES 

weight, and we may only tend to change the state of 
rest of the weight. 

Again, force, when applied to a body, in addition to 
producing motion of the body as a whole, has another 
effect — it changes, to a greater or less degree, the shape 
and possibly the size of the body, producing relative 
motion of its parts, even when no motion of the body 
as a whole ensues. The amount of this deformation 
depends, of course, on the nature of the material of the 
body. A great force is required to change the shape of 
a mass of iron or rock, while the force necessary to 
produce the same change in a similar mass of jelly 
would be extremely small. 

Eigldity is the name given to the property of matter 
which enables it in certain forms to resist change of 
shape, while the change of volume produced in a body 
by a force depends on the resistance it can oflfer to 
compression. A body, the form or volume of which 
is changed, owing to the action of force, is said to be 
strained. 

These two effects of force lead to two ways of mea^- 
Buring forces. We may measure them either (1) by the 
motion they can produce in a certain body ; or (2) by the 
strains they cause in some definite body. In a spring 
balance we have an example of this last method of 
measuring force. When ja force is applied to a body 
and strains it, the strain, of course, in general is not 
confined to the immediate neighbourhood of the point 
at which the force is applied. Owing to the strain, forces 



' to resist further strain are culled into play 
througliout the body. The name stress is usually given 
to such forces. In the case of the spring balance the 
spring is extended, that is, the body is strained until 
the stresses cilled into phiy balance the im]iri>ssed 
forces. 

To understand how to ohtain a measure of a force 
from the amount of motion it can produce in a given 
mass, w6 must consider carefully Newton's laws of 
motion, and endeavour to give some account of the 
reasoning on which they are based. 

The laws are three in number. We may state the 
first law thus : 

iaio I. — Every body continues in a state of rest or 
of nnifonn motion in a straight line unless compelled 
to change that state by the action of some external 
force. — The law expresses the principle of inertia in 
matter, A lump of dead matter at rest will not move 
of itself ; an external agency of some sort is required 
to start it. A body in motion, freed from all external 
forces, will not come to rest of itself. It requires the 
action of some external agency. The truth of the first 
part of the statement needs no experiment or argument 
to establish it ; the second part is not so obvious. We 
cannot get a body on which to experiment which shaij 
be free from all external force. All wp "■ by direct 

experiment is to show that the sir tanca^ 

to the motion the farther will the ' 
L«e slide a stone along » <■"* 
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10 LAWS AND PROI^RTIES OF MATTER 

only force which opposes the motion is the friction 
between the surface and the stone, and the smoother we 
make the surface, the further the stone will travel. On 
ice it would go a much longer distance than on a rough 
road. Or again, a properly supported pendulum will 
continue to vibrate for a long time till brought to rest 
by the resistance of the air and the friction at the 
support. K we enclose it in a chamber from which 
all the air is exhausted, one of the forces which 
previously retarded its motion is removed and the 
motion will continue much longer. But while such 
observations as these tend to make us believe that the 
law may be true, they do not establish it. For this we 
have recourse to reasoning of the following character ; 
we endeavour to solve some complicated problem in 
astronomy or mechanics on the assumption that this 
and the other laws of motion are true, and we find that 
in all cases the observed facts tally with our predictions 
founded on the above assumptions. We can foretell 
eclipses of the sun and determine over what portion of 
the earth they will be visible. We can solve a number of 
astronomical questions, and our results accord with our 
observations. We therefore infer that the fundamental 
premises of our argument, the laws of motion, are 
sound. We adopt this method continually in scientific 
work, and reasoning of this kind forms the basis of 
most of our scientific beliefs. 

In our discussion of the second law, a technical 
term which will occur requires some explanation. 



I 



n 

E\-ery one knows that the effort required to stop a 
moving body depends to some estent upon the mass of 
the body. A cannon ball, even though moving slowly, 
is stopped much less easily than a cricket ball ; a blow 
that would drive a small stone many yards will hardly 
stir Q lump of rock. Again, the effort also depends on the 
velocity of the body, much more force is required to 
throw a ball fifty yards than to toss it a few feet ; and 
BO we find that the product of tlie mass and the velo- 
city comes into our consideiationa. This product is 
called momentum. In some of the older writings on 
the subject the term 'quantity of motion' is used for 
momentum, but the phrase is not a good one. The 
momentam of a body of mass m grammes moving 
witli a velocity of v centimetres per second is m v. 

Now, force hoa been defined as that which changes 
■jpr tends to change the state of rest or motion of a 
body, but as yet we have had no statement as to how 
fcrce is measured. It may renaonnbly be measured by 
the change it produces in the motion of the body ; but 
since the effect of a given force will depend on the mass 
of the body to which it is applied, we cannot fairly esti- 
mate the force by the change in velocity, but must con- 
eider the mass as well, and interpret change of motion as 
being equivalent to change of momentum. But again, 
the mechanical effect of any mnscular effort will depend 
on the time for which tha|^^^^H^y^'^§^;_ ^^ " 
apply ft force to a body SM 
•i-ted will be great? 
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cation of the force were instantaneous; and so, if we are 
to measure force by change of momentum, it must be by 
change in some definite time. We take, then, as a 
measure of force the change of momentum it produces 
in a unit of time and thus arrive at the following state- 
ment. 

Laio II. — Rate of change of momentum is propor- 
tional to the impressed force, and takes place in the 
direction in which the force acts, 

K we proceed as above, we may look upon this 
second law as a dynamical definition and measure of 
force. When the momentum of a body is being changed, 
it must be by the action of some external agency. We 
take the rate of change of momentum as a measure of 
this agency, and call it the force. Still we must be con- 
sistent with ourselves, and ask, Will the two methods of 
measuring forces we have described — the strain method 
and the momentum method — lead to the same result? 
A certain force produces a certain definite amount of 
momentum per second, and a certain definite effect 
in straining a body. Will another force, which, when 
measured by its straining effect, is twice as great as 
the former, produce per second twice the momentum ? 
For a reply to this we must have recourse to experi- 
ment, and many experiments might be devised to test 
it. In each of these the answer is found to be aflBrma- 
tive ; the dynamical measure, the rate of change of 
momentum, is proportional to the statical measure of 
the force. 
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in all cases in which the mass of the body 
remains unchanged, rate of change, of momentum is 
meaaured by the mass multifilied by the rate of change 
of velocity, and this laab quantity we bave called 
acceleration. Thna, the force producing acceleration a 
in a maaa to is proportional to the product ma. If 
wo choose onr unit of force properly, we may say that 
the force is equal to tlie product of the mass and the 
acceleration. We can do tbia by defining as the unit 
of force that force which will produce unit acceleration 
nnit of mass — that ie to Bay, which generates a unit 
of momentum per second. A force containing F of 
such units will generate per second F units of momentum, 
•nd we have, therefore, F = ma. 

If we take the ceutimetre and gramme as units, 
nnit force is called a dyne. 

Thus a dyne ia a force which generates per second a 
velocity of 1 cm. per second in a mass of 1 gramme. 
The English unit of force is called a poundal. A 
poundal is a force wbicb generates per second a velocity 
of 1 foot per second in a mass of 1 lb. 

The consideration of the third law of motion in its 
fullest meaning will occupy us at some length in a 
■fcture chapter. It may be stated thus ; 

Law III,— To every action there is always an equal 
and opposite reaction. 

Limiting for the present the * — "ction to the 
action of a force, the law tells u' ' 

on a second body, B, with a ' 
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with an equal force. Thns, when a weight is resting 
on a table, the upward action of the table in supporting 
the weight is equal and opposite to the downward force 
with which the weight presses on the table. Or again, 
when a bullet is fired from a gun, the action of the 
gun, through the powder on the bullet, measured by 
the momentum produced in the bullet, is equal to the 
action of the bullet on the gun. This last is shown 
in the momentum of the recoil, generated in the same 
time as that of the bullet, and the third law states that 
these two momenta are equal. Or again, when one 
billiard-ball strikes a second, it loses some of its 
momentum. This loss of momentum measures the 
impulse it exerts on the second, and is shown in an 
equal gain of momentum in that ball, acquired in the 
same interval of time. On the whole, taking the two 
balls, there is neither loss nor gain of momentum, 
and this is in accordance with the second law, for no 
external or impressed force has acted on the two balls 
together. 

But, as we shall see shortly, the third law is 
capable of a wider signification than this. 

We have spoken several times of the weight of a 
body ; let us analyse a little closer the meaning of this 
term. We know that if we hang a body up by a string 
the string is stretched, and, if we cut the string, the 
body falls towards the ground. There is clearly a force 
acting on it, pulling it in a vertical direction. To this 
force we give the name weight. This weight is the 
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Iresulfcant of an immense nnmber of attractions taking 
I place between the particles of the body and the par- 
I tides of the earth itself. The Jaw governing these 
§ -indiTid ual attractions waa discovered by Newton, and 
& as the law of gravitation. It may be Btated 



» of Oravilation. — There is an attraction between 
any two particles of matter in the universe. The amuunt 
of this attraction is directly proportional to the product 
of the masses of the particles, and ioversely propor- 
tional to the square of the distance between tliem. 

So that, if we have two particles of mass m, m' 
L respectively, at a distance a apart, the foi'ce between 



iihem is proportional to ' 



Taking, then, the case 



r the earth and any other body, the resultant of all 

Sie attractions between the innumeruble particles of the 
wo is called the weight of the body. For a body 
1 size is small, compared with that of the earth, 
hia resultant is a force which acts through a definite 
joint in the body, and this point is called the centre 
I of gravity of the body. The weight of a body is thus 
;^ force which is properly measured in dynes or poundals 
8 the case may be. 

Now, the weight of a body causes it to fall to the 
earth when it is set free, and the velocity with which 
it falls continually increases ; it has acceleration. Let 
US denote this acceleration by g, let w dynea be the 
weight nf tlin body. ^ immes its mass. Then, 
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18 LAWS AND PROPERTIES OF MATTER 

equator. The mass of a body is of course a constant 
quantity, and can only be changed by removing a part 
of the body. Its weight, or the force with which it is 
pulled to the centre of the earth, depends on its posi- 
tion, and changes as that position changes. Near the 
pole the body is nearer the earth's centre, and appears 
therefore to weigh more than at the equator, and this 
effect is increased by the consequences of the earth's 
rotation round its axis. 

The fact that at a given point the weight of a body 
is proportional to its mass, and perhaps also the want 
of a proper nomenclature, has led to some confusion 
between weight and mass. A pound or a gramme is 
often used somewhat loosely for the mass of a pound 
or gramme or for the weight or force with which the 
pound or gramme is attracted to the earth, and the 
consequent confusion is increased by the fact that in 
the ordinary use of a balance the masses of two bodies 
are compared by comparing their weights. 

With such a balance we compare the force with 
which a pound of tea or of sugar is attracted to the 
earth with the force with which the iron weights are 
attracted. When these two forces are equal, the mass 
of tea is equal to the mass of the weights — omitting a 
small correction due to the buoyancy of the air — and 
it is this mass, or quantity of tea stuff, for which we 
pay our money, not the force with which it is attracted 
to the earth. 

We may notice that the ordinary balance would 
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MOTIOS 19 

lot enable us to prove that the weight of a body varies 
from point to point on the earth, for the ' weights ' or 
Btacdard masses with which we make our comparisons 
will vary also in weight to the same amount. A apriog 
balance, on the other hand, meaaures force not mass, 
andif correctly graduated for the latitude of London, aay, 
will not measure the same mass elsewhere. The mass 
iquired to give the same reading would be greater 
the equator, and less at the pole than at London, 
customer boying goods would get more than he 
loald at the equator, less than he should at the pole. 
Weight is a force, and is properly measured as such 
in dynes or poundals, while mass ia given in grammes 
or ponnds. 

The equation vf =mg expresses the fact that, nsing 
C.G.S. units, the number of dynes in a given maea ia g 
times the number of grammes in that mass, while a 
similar statement will hold for other systems of units. 
Now, experiment has shown that in the latitude of 
London the value of g is about 981 centimetres per 
icond per second, so that the weight of 1 gramme 
Ijondon contains about 981 dynes. 
Galileo's experiment teaches us that the ceeleration 
two falling bodies is the same. We may infer from a 
lar experiment that the acceleration of a falling 
'"body is — apart from the effects of the air— a constant at 
all points of its fall ; for we can show that if a body is 
moving with uniform acceleration, the space described 
in a given time is proportional to the squtire of the 
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time, and, by observing the spaces described by a falling 
body in 1, 2, 3, &c. seconds, we find that they are 
proportional to 1^, 2^, 3^, &c. Thus the acceleration is 
constant. These same observations give us a value for 
gr, for it can be proved that the space passed over in time t 
by a falling body is ^gt*. Now, it is found that in 
London a body falls in one second from rest about 410*5 
cm., hence gr = 981 cm. per second per second. This 
is not a good method of measuring g, for it is difficult 
to measure an interval of one second with very great 
accuracy, while the distance moved over in a longer 
time is too great to be convenient. 

We may of course express g in terms of feet per 
second per second, for 410*5 cm. is about 16*1 feet. 
Thus the body falls about 16*1 feet in one second from 
rest, and hence ^ is 32*2 feet per second per second. 

Various devices have been employed to obtain 
motion with uniform acceleration less than ^, but de- 
pending upon it. In Atwood's machine a thin string 
hangs over a very light pulley. This is mounted on 
friction wheels to run very easily, and two equal masses 
are supported at the ends of the string. Suppose now 
a very small mass is placed on one of the larger masses ; 
then this mass will begin to descend. The force 
producing motion, if we suppose the friction of the 
pulley negligible, is the weight of the small mass, while 
the mass moved, if we do not consider the pulley, will 
be the sum of the two large masses and the small 
mass. Let us call each of the large masses M, and the 



small mass m grammes ; then, if a is the acceler&tioa, 
the rate of change of the momenbum is (2 M + m)a, and . 
this ia equal to the force or m g. 

Thus, (2 m + m)<i = mg; 






This result ia clear, without writing down the 

Jnations, if we reflect that the weight of the small 

ISB acting on itself produces an acceleration g and 

that the acceleration produced by a given 

vereely proportional to the mass on which it acts. So 

^^^hat the acceleration generated in Atwood's machine wQl 

^^^hl to g in the ratio of m to 2 M + in, or, as above, 

I 



Thus, suppose we take each of the masses M to tej 
grammes, and wi to be 10 grammes ; then we have 
!U + m = 1000 grammes, and a = -j-btt ■ 9- Now, a body 
ig with this acceleration wonld describe, we should 
find, spaces of about 4*9, 19*6, 44'1, centimetres in the 
first 1,2, and 3 seconds of its fall. From this we should 
infer that the acceleration a is 9'8 cm. per second per 
second. And since g = 100 a, we have g = 980 cm. 
per second per second. 

Atwood's machine may be used to verify the varioi 
we have been describing; for accurate work 
to introduce corrections for the friction and inei 
ihe pulley. 



I 
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The penclQlum affords ub, bowever, a more exact 
method, of finding g, for it can be shown by menna of 
some simple reasoning, basi?d on the !awa of motion, 
that if T be the time of a complete vibration of a simple 

penduluraof length iceutimetres, then T = 27ri / — 

Thus g = _— J— . Now, the length of a simple pen- 
dulum and the time of ita swing can be measured very 
exactly, and from these a value is obtained for g. Thus 
it is found that the length of a pendulum which makes 
one complete oscillation in 1 second is about 24-85 cm. 
Substituting this value above we find the same valne for 
g as previously. By a complete vibration is mennt the 
interval between two consecutive passages in the same 
direction through the lowest point of its swing. 

The foregoing results enable us to express in con- 
crete form the force of a dyne, or of a poundal ; for since 
the weight of a body of mass m grammes is m 3 dynes, 
we see that the weight of one gramme contains 3 dynes. 
Thus, in London the weight of 1 gramme contains ap- 
proximately 981 dynes. Hence 1 dyne is 5-^ of the 
weight of one gramme at London, that is, it is rather 
more than the weight of 1 milligramme ; or, to put it 
in another way, the weight of 1 milligramme acting on 
the mass of 1 gramme will produce in 1 second a velo- 
city of rather less than 1 centimetre per second. 

And, similarly, if we are working in English units, 
i.e. feet and pounds, we see that since g = 32'2 feet per 
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second per second; thus the weight of one pound 
contains, in London, 32*2 poundals; that is, that the 
poundal is approximately ^ of the weight of 1 lb., 
or about the weight of half an ounce. Thus, if the 
two large masses in Atwood's machine be each 7| oz. 
and the rider be ^ oz., then the whole mass moved is 
1 lb. while the force acting is the weight of half an 
ounce, or about 1 poundal. Hence, the velocity gene- 
rated in 1 second is about 1 foot per second, and the 
space passed over in the first second about 6 inches. 
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CHAPTER m 

WORK AND ENERGY 

When a force moves the point to which it is applied, it 
is said to do work. The work done is measured by the 
product of the force, and the distance measured in its 
own direction through which it moves its point of appli- 
cation. Let us consider shortly these two statements 
which constitute the definition of work as used in 
scientific language. Take hold of a weight and lift it 
vertically upwards, through, say, ten centimetres. You 
are conscious of a certain amount of muscular efibrt in 
overcoming the weight of the body which tended to 
prevent its being lifted. If you imagine yourself in 
the same condition as before, the same effort will be 
required to lift a second equal weight from the floor to 
the same height, and so on for any number of such 
weights, while the total effort will clearly be proportional 
to the total weight lifted, that is, to the total force 
exerted, since we suppose that just suflScient force to 
lift the weight, and no more, is used. Now imagine 
yourself to be again in the same position as at first with 
reierance to the weights, and raise each a second distance 
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of 10 cm. As much effort is required for this as was 
previously necessary to raise them the first distance. 
Thus it requires twice as much to raise them 20 centi- 
metres as was needed for the first rise of 10 cm. If 
we suppose, in accordance with the ordinary use of 
language, that in making this effort we are working, the 
work done, being a measure of this effort, is proportional 
to the distance the weight is raised. Thus in this in- 
stance it accords with our ordinary notions to measure 
work by the product of the force exerted into the dis- 
tance through which it is exerted ; if the mass is m ^ 
dynes in weight, and it has been raised through h 
centimetres, the work done i^ mgh dyne-centimetre 
units. It must be noticed that the time taken in per- 
forming the work does not come into the measure of 
work as here defined. Of course we work harder if 
we lift the weights quickly, but then the total amount 
of work done in a given time is also greater. If a mass 
of a kilogramme is litled a metre, the same amount of 
work is done, whether it takes a few seconds or many 
minutes. A man who lifted several kilogrammes a 
given height rapidly would, no doubt, feel the exertion 
more than one who performed the same act more 
slowly ; the sensations he experiences depend not only 
on the total work done, but also on the rate at which it 
is done. One reason, of course, for this lies in the fact 
that in rapidly lifting the weight a considerable amount 
of momentum is given to it in addition to merely 
raising it, so that probably the work done '^° "^v 
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greater, but stil! oar senstttiooa alone wili not give U3 
a definite measnre of work. 

We mast turn now to the consideration of some of 
the consequencea of that definition. In the first place, it 
is important to notice that work ia not done by a force 
when its point of application ia moved at right angles 
to its own directioQ. Thaa, suppose we have a body 
resting on a amooth level surface. The forces acting 
are the weight of the body and the upward pressure of 
the surface, and theae two are equal and opposite. 
Suppose, now, the body ia moved along the surface ; this 
can be done by the application of the 
very smallest force, and no appreci- 
able amount of work ia required for 
it. Again, suppose we lift a body 
from the ground to a height A, but 
that the second position of the body 
ia not vertically above the first ; we 
may look upon this as lifting the body vertically a height 
h and then moving it horizontally to its final position. 
The first operation requires mj ft units of work, the second 
requires no work. Thus the total work done is m 3 A units. 
., suppose that a force of F dynes ia acting on a 
body at A in a direction A B (fig. 1), and that the body 
a moved from a to C. Draw c b at right angles to A B ; 
then we consider the motion from a to C aa made up of 
a diaplacement from A to B, in which tlie force does 
work, given by F x AB, together with a displacement 
from B to c, in which F does no work. Thus the work 
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[one by the force F in the given disiilacement Is P . A fl. 
IB distance a B is the diaplacement of the point of ap- 
ilication of the force ' measured in the direction of the 
Of course the displacement A c would not take 
■place nnder the action of the force F alone. Some other 
fcrce must have been applied to the body to produce it, 
■and F . A fl only measures the work done by the force F. 
Again, if a force movea the body to which it is applied 
in ita own direction, it ia said to do work on the body, 
while, when a body is moved by some external agent in 
a direction opposite to that of the force, it is said that 
work is done against the force; thus, if I apply to a body 
vertical force slightly greater than the weight of the 
idy, and so lift it, the force thus applied does work on 
the body against gravity, while if a body ia allowed to fall 
vertically under the action of its weight or gravity, then 
gravity does work on the body. The work done in all 
measured in terms of some unit of work de- 
luding on the units of force and space. And a unit 
if work is done when unit force moves its point of 
Ipplication through unit distance. The C.G.S. unit 
work is called an ' erg ' ; it is the work done by a 
ne in moving its poiutof application 1 centimetre. 
^ThuB, if a mass m grammes be raised a height of k 
centimetres, since the weight of nt gi-ammes ia m ^ 
djuea, an amount of work equal to mgh erga has been 
done on the body against gravity. The correspond- 
ing English unit of work is the foot-poundal, which 
is the work done by a poundal in moving its ^vafc ct 
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application 1 foot. Thus, since the weight of m ponnda 
ia mg poundals; if a mass of m pounds be raised a 
heiglit of A feet the work required to do this is ni g A 
foot-poundala. It must, of course, be reniembered that 
in this laat expression g ifi measured in feet per second 
per second, and has, therefore, approximately the value 
S2'2, while in the expression in ergs g is measured in 
centimetres per second per second, and has the value 
981. Thus, to raise a kilogramme to the height of 
1 metre requires 1000 x 981 x 100 ergs of work, while 
to raise a maaa of one slone or fourteen pounds through a 
yard requires 14 x 32'2 x 3 foot^poondulB, 

A third unit of work in common use is the foot-- 
pound. This is the work done in raising 1 lb. a dis- 
tance of 1 foot against gravity. Since the weight of 1 lb. 
varies from point to point on the earth, the foot-pound 
has slightly different values in different places. Since 
the weight of 1 lb. contains g poundala, a foot-pound 
contains (/foot-poundala. Hence the work done in lifting 
a mass of m, lbs. through h feet ism,gh foot-poundals, or 
mh foot-pounds. In measuring work in foot-pounds 
we must remember that we are adopting the weight of 
1 lb, as the nnit of force, and be consistent throughout; 
e.g. we cannot straightway without further change 
apply the equation Y = ma., for this implies tliat the 
unit offeree produces unit acceleration in unit of mass; 
and if the mass of 1 lb, be our unit of mass, and the 
weight of 1 lb. our unit of forco, this condition i 



I 



vroRK am energt 

Tlte rate at which an agent can work, i.e. the tmioiint 
of work it can do in the unit of time, usually one 
eecond, is called the ' power ' of the agent. Thus, 
' power ' is the rate at which work is done, and a 
machine possesses a unit of power when it can do a 
unit of work in 1 second, Thus, on the C.G.S. system 
a machine which can do 1 erg per second has unit power. 
A very nsuaJ unit of power is the horse-power ; this 
is the rate of work of an agent doing 550 foot-pounds 
of work per 1 second- 
One difficulty which hinders the general adoption 
of the centimetre-gramme-second system of units is 
the fact that they are all very small. A djne is an 
extremely small force ; if we wish to express in dynes 
any ordinary force it will probably recinire an extremely 
I large number, possibly many millions, and this is in- 
L conTenient. We can, of course, measure in kilodynes, 
I or thoDsands of dynes, in megadynes, or millions of 
dynes, and so on. Special names have, however, been 
given to certain multiples of the units of work and 
I power, and these are now generally adopted. 
1 Thus, a ' joule ' is ten million C.G.S. units of work, 
i while a ' watt ' is the power of 1 joule per eecond. 

I Hence I joule = 10' ergs. 

I 1 watt = 10' ergs per second. 

I Tbese, then, are the practical units of work and 
I power on the C G.S. system. If we remember that the 
1 weight of a gramme is rafher less than 1,000 dynes, a 



joule wilt be rather more than the work done i 
kilognunme through 10 centimetres. The work done 
in raifiing 1 kilogramme 10 centimetres is really 9'8 
million erga, while a joule is 10 million ergs. 

Wb can show easily from the above that a joule is 
rather less than f (more exactly -TS?) of a foot-pound, 
and a watt rather less than | foot-pounda per second. 
Thus a horse-power is 746 watts. 

When a force does work on a body or system of 
bodies, it is said to increase the energy of the system, 
Bnd the increase of energy is measured by the work 
done by the force. Or again, conversely, when a body, 
OP system of bodies, is in a condition to do work, it 
possesses energy, and the energy possessed is measured 
by the work which can be done ; the energy of a system, 
then, ia its capacity for doing work, and is measured 
either by the work which it can do, or, supposing for 
the present that there are no forces of the nature of 
friction to be considered, by the work which must be 
done on it to bring it from a condition in which it has 
no energy to its given state. 

Thus, consider a mass which has been raised a height 
k from the ground against gravity. To do this has 
required an expenditure o£ mgh units of work; thus 
the energy of the weight has been increased hymgk units 
— ergs, or foot^poundals, according to our fundamental 
units of mass and space. We have here supposed that 
the weight has been raised so slowly that it arrives at 
iho top ivithout appreciable momentum. Suppose, now. 
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ihtit the mass is connected by a fine string passing 
over a frictionlesa pulley with another slightly lighter 
mass on the ground. If we let it go it will fall, and 
in falling will draw up the other mass, thus doing work 
:«nd losing energy, which will be gained by the other 
jnasB. When at a height h the first mass, in consequence 
its position with reference to the eartli, possesses 
energy; thia energy, depending as it does on the con- 
figuration or relative position of the bodies of the 
system, is called potential energy. But a body may 
possess energy in other ways than the abuve. A 
cannon-ball in motion has a large store of energj', and 
this depends, not on its position, but on its mass and 
velocity. Energy of thia kind, depending on the 
motion of the body which possesseB it, is called kinetic ; 
it ifl measured by the work which must be done on 
the body to bring it to a state in which it haa no 
kinetic energy ; or, conversely, to bring it from a 
condition of no kinetic energy to the given state. 

Now, anppose the mass of the body is m grammes 
and its velocity v centimetres per second ; suppose also 
thia velocity could be produced in it by a force of 
F dynes acting for t seconds, and, further, that the 
acceleration produced by this force is a centimetres per 
Becond per second, while the distance the body moves 
in t seconds is s centimetres. 

The momentum of the body is m v, and the force 

required to give it this momentum in ( seconds is ^LH 
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dynes. Again, since v is the velocity at the end of 
t seconds and the velocity has increased uniformly 
from rest, the distance traveraed 13 ^vt centimetres. 
Tlie work done is measured hy the product of the 
force and the distance through which it acta; thus, 

in thia case the work done is ^ x -^ vt, and this is 

^ m w' ergs. 

But thia work measures the kinetic energy of the 
body. 

Thus the kinetic energy is ^mv' ergs, the mass 
being in grarames and the velocity in centimetres per 
second. If the mass be measured in pounds and the 
velocity in feet per second, the energy is, of course, 
i m f ^ foot^poundals, and, since a foot-pound contains 
g foot-poundala, the kinetic energy in foot-pounda ia 

The above result can be exhibited in eymbola thua: 



.". Kinetic energy = fs = 



■H=^ 



Thus, a bullet whose mass is one third of an oz., and 
which ia moving with a velocity of 600 feet per second, 
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' foot-pounds, BO that the energy of ttis bullet 

would suffice, if it could be properly applied, to raise 
a pound weight about 81 feet, or 1 .cwf. through about 
9 inchea. 

Thus np to the present we have recognised two 
forms of energy — potential and kinetic. Let ua con- 
sider the transformations which may occur from the 
one form to the other in some simple cases. Take 
first that of a mass m, which has been raised to a 
height h and then been allowed to fall freely. Just 
at starting its energy is all potential, and is measured 
}3y mgh; its velocity being zero, it has no kinetic 
energy, Iiet v be the velocity with which it reaches 
the ground; at that instant its energy is all kinetic, 
and ia eqnal to ^ m v^. Its potential energy is now 
zero, for that depends on its height above the ground. 
Its energy has been transformed from the potential to 
the kinetic fonn. Again, since the velocity v is 
generated by falling a height h we can show that 
if ss 2 gh. Thus ^ m v^ =i m g h, OT the kinetic energy 
at the bottom is equal in amount to the potential 
at the top ; there is neither loss nor gain of energy 
in the transformation. It may be surmised from the 
above that, since the energy is the same at the top 
and bottom, it has remained unchanged in amount 
during the fall. And this on investigation proves to 
be true; for consider the body after it has fallen part 
way, it has lost a certain quantity of potential eixfivigj. 



LAWS AND PH0FEBTIE8 OF MATTEH 

viz. that dve to the distance it has fallen, but at the 
eame time it has gained an exactly equal amount of 
tinetic, so that the total energy is the same. For 
suppose its velocity ia V after falling a distance z, then 
the loss of potential energy is tngz, while the gain of 
kinetic ia J wt v' ; and since v' = 2^2, these quautities 
are eqnai, or the total energy ia unchanged. We may 
put the same result in the following manner: after falling 
a distance z, its height above the ground ia {h—x); 
thus ita potential energy ia mg(h — a), while its kinetic 
energy is ^ m V*. Thus its total energy at this point 
of ita fall is m 3 (/t — a) -f \m.\^, but \m\^ = 'mgz. 
Thus the energy at any point of its fall = m g (/t — z) 
-\- mgz =mgh= kmv'. Thus in this fall there is 
neither loss nor gain of energy, only transformation 
from potential to kinetic. This constitutes our first 
example of the great principle of the conservation of 

I energy, one of the guiding laws of Physical Science. 
A mass of ] lb. raised to the height of 10 feet has in 
consequence 10 foot-pounda of energy ; if allowed to 
fall it will continue until the moment it reaches the 
ground to have 10 foot-pounds. On striking the ground 
it appears to 'ose both its potential and kinetic energj-. 
In reality, another transformation takes place here, and 
thia we shall soon consider. 
If instead of dealing with a weight falling freely we 
consider a pendulum, we have here repeated transforma- 
tions of energy, from potential only when at the highest 
point of the swing, to kinetic when at the lowest, and 
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I then back to potential aa the bob rises on the other 
I side, the whole energy remaining constant except for 
1 frictional effect of the air resistance and at the 
' points of support. 

Potential energy in the cases we have been dealing 
with is dae to the position of the mass m relatively to 
the earth, and to the force of attraction between it and 
the earth, but this, of course, is not the only source of 
potential energy ; let ua consider some others. Energy 
is required to drive a clock or watch, to give the necea- 
} Bary momentcni to the wheels and hands, and to over- 
I come the friction at the pivots. This energy cornea 
I from the work which is expended in winding up the 
|. watch. The free, unstrained position of the mainspring 
incoiled state. Work is required to wind it up, 
I And the work done is stored as potential energy in the 
I spring when wound. The mechanism of the watch 
I Converts this into the kinetic energy of the hands and 
t "wheels, and the watch stops when the whole store of 
} potential energy is thus converted. Or again, a bent 
[ bow is a source of potential euergy. Work is done in 
banding the bow, and remains as potential energy when 
the bow is bent; when the string is released this poten- 
tial energy becomes transformed mainly into the kinetic 
energy of the arrow. 

in, many chemical combinationa are stores of 

I potential energy, like the coiled mainspring, or the bent 

bow. Such, for example, is gunpowder ; to apply a liwht 

[ is like loosing the bowstring, and an ex^ldxissti. w. 'vXiSi 



It is the same for the two, and ia measured by tha 
momentum. Now, a body which ia ioitially moving with 
velocity v, and which is brought to rest in 1 second 
by a constant force, will in that 1 second move a dis- 
tance equal to J v; suppose the mass of the gun to be 10 
lbs., f it were hung freely it would rtcoil back with a 
velocity of j^, or rather more than 1 foot per secrnd. 
Suppose it is brought to rest in 1 second by the applica- 
tion of the proper force, it will in that time move rather 
more, than 6 inches; since the bullet has the same 
momentum as t!ie gun, the same force will bring it to rest 
in 1 second, but in that time it will have moved 250 feet. 
Thua the penetrating power of the bullet, as measured 
by the distance it can go before being stopped, ia much 
greater than that of the gun. The energy which propels 
the bullet is derived from the potential energy of the 
powder, and it might be shown experimentally, though 
the experiments would be difficult, that the potential 
energy of the powder was reproduced in the energy of 
the bullet and gun, and in one or two other forma which 
we ahall go on to consider. 

Now let us return to the falling weight. We have 
seen that just asit reaches the ground its kinetic energy 
is equal to the potential energy with which it started ; 
but what has happened when it has struck the ground 
and remains at rest ? It has apparently lost all its energy, 
it ia not in motion, so its kinetic energy is zero ; it is on 
the ground, so its potential energy is zero ; still, certain 
changes have occurred. If examined with sufficiently 
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delicate instrument, it will be found that both the 
weight and the gronnd are made perceptibly warmer by 
the blow. The fall has produced sound and possibly also 
light ; for all these eSects energy ia reqnired, and the 
rise of temperature, the intensity of the sound or of the 
light flash, can be expressed in terms of energy or work. 
"When all these and possibly other effects which may have 
been prodnced are so expressed, it is found that the 
sum total of the energy is still the same as before ; the 
energy is still conserved, though changed in form. Of 
course the aboye is merely a brief statement, and will 
require careful consideration in detail ; let us take the 
case of heat first, and consider the evidence for the 
statement that heat and energy are mutually inter- 
changeable. This rests on the facts thatthereare many 
ways in which heat can be prodnced from mechanical 
work, and that in all these ways the heat produced 
bears a fixed ratio to the work used for its production. 
Taking as the unit of heat the heat required to raise 
1 lb. of water 1° Centigrade, Dr. Joule showed that at 
Manchester about 1390 foot-pounds of work are required 
to produce 1 unit of heat. 

If we take as the unit of heat the heat required 
to raise 1 gramme of water 1° Centigrade, then the 
number of units of work required is about ilG million 
ergs, and this we know is 4- 1 6 joules. That heat can be 
produced from work is shown in a variety of ways ; the 
boy who rubs a button on his coat-sleeve and burns his 
hand with it has i3roilvw«'A\vesv*t^tQTR,'«a?«- 
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In all casea of friction worlc is done and energy changf^s 
its form, showing itself aa heat. Perhaps the earliest 
direct experiments on the subject were those of Count 
Rumford at tlie end of the last century. The results 
were communicated to the Hoyal Society of London in 
1798 in a paper called 'An Enquiry concerning the 
Source of the Heat when it is excited by Friction.' 
He noticed the immense amoimt of heat produced by 
boring a brass cannon, and set himself to measure it by 
immersing the cannon and borer in water ; he found thus 
that he was able to boil the water, the mass of which 
was 18-77 lbs., in two hours and a half. Making 
allowance for the heat need in raising the temperature 
of the cannon, borer, and other parts of his apparatna, 
found that enough heat had been produced to raise 
the temperature of 26-58 lbs. of water from its freezing 
point to its boiling point, According to the theory of 
the nature of heat held at the date of this experiment, 
the heat produced was due to the disintegration of a 
part of the brass by the borer. It was supposed that 
heat was an imponderable fluid called alo and that 
abody became heated by acquiring nore ot th caloric ; 
while, further, it was mairtained that the hu Ij d vided 
brass could hold less caloric than the sa e mass of brass 
in the continuous state ; the snr] lus calo c w s thas 
given to the water and raised its temperature. Rum- 
ford pointed out the difficulty of contending this, showing 
that ' the source of heat generated by friction in these 
experiments appeared inexhaustible,' concluding, there- 
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fore, that heat cannot be & material substance, and that 
thus it appeared ' to him to be extremely difficult, if not 
quite imposBible, to form any distinct idea of aiiytliing 
capable of being excited and communicated by theee 
experiments except it be motion.' Instead of motion 
we should now say enerpy. ButRumford'sexperimenta 
were not conclusive. He did not show thut, as regards its 
thermal properties, his powdered brass was in the same 
state as the solid brass ; this might have been done by 
submitting equal quantities of the two to the action of 
nitric acid, when he would have found that the final 
resalta were the same, and that in attaining to the final 
condition equal quantities of heat were produced. It 
was etill open, however, to the adherents of the caloric 
theory to maintain their view. 

Another passage in Rumford's paper may be quoted ; 

' One horse would have been equal to the work per- 
formed, though two were actaally employed. Heat 
may thna be produced merely by the strength of a 
horse. . . . But no circumstances could bo imagined in 
which this method of producing heat would be advan- 
tugeoua, for more heat might be obtained by using the 
fodder necessary for the support of the horse as fuel.' 

Rumford's experiments were followed by those of 
Sir Humphry Davy, who melted wax by rubbing to- 
gether two pieces of metal surrounded by ice in the 
exhausted receiver of an air-pump. He showed thus 
that the heat did not come from the ice, for instead of 
growing cf 1 hav ' ' td it given up 
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some of ita caloric to the metat and wax, it wag, if any- 
thing, slightly melted, and had, therefore, received heat ; 
but he did not draw the correct inference frorn this 
result, viz., that heat is not a material bat one form of 
the energy originally atored in tha clock-work which 
moved his piece of metal. 

The earliest of the long series of experiments by which 
Jonle finaUy settled the question as to the identity of 
heat and energy, was published to the world in a paper, 
which he communicated in 1843 to the British Associa- 
tion meeting at Cork, The work waa continued during 
the succeeding years, and in 1849 a definite result was 
communicated to the Eoyal Society in the following 
terms ; 

1. That the quantity of heat produced by the 
friction of bodies, whether solid or liqaid, is always 
proportional to the quantity of energy ' expended. 

2. That the quantity of heat capable of increasing 
the temperature of 1 lb. of water (weighed in vacuo 
and taken at between 55° and 60°) by 1° Fahr., requires 
for its evolution the expenditure of an amount of 
mechanical energy represented by the fall of 772 lbs. 
through the space of 1 foot. 

Since P Fahr. is equal to ^ of 1° Cent., it will 
. require J x 772, or nearly 1390, foot^Ibs, of work to raise 
1 lb. of water 1° Cent, 

In his paper Joale M3ea the word ' totoe,' not energy, bat he 
has previOQBlj deHoed force as meaning what we now call energy. 
I liave therefore, in the above atatcment, replaced force by energy, 
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This mo^t important result of Joule's, perhnps the 
greatest discovefy in Physical Science since the time 
of Newton, has been fully confirmed by other experi- 
menters using variona methods. Joule himself, in a 
paper read before the Royal Society in 1878, gives 
as his final result at sea-level at Greenwich referred to 
water weighed in vacuo between 60° and 61° Fahr, 
the number 772'55. This becomes in terms of 
the Centigrade scale 1390-6, the water being at a 
temperature of 15°-8 0. Other experimeuts have 
shown that if the water were at 0°0., it would require 
rather more heat, in the ratio of 1 ■00089 to I, to raise 
its temperature the same amount, and this gives as 
the value 773'24 or 1391'8. To reduce to ergs per 
gramme degree Centigrade we have to multiply by 
981'17, for this is the value of g, and by yO'48, since 
there ia this number of centimetres in a foot. The 
result is 4'1624 x 10' ergs. Thus finally we may say 
that 4-1624 joules raise 1 gramme of water atO°0, 
in temperature 1°C. This quantity, the number of 
units of work required to produce 1 unit of heat, is 
called Joule's equivalent, or the mechanical equivalent 
of heat, and ia generally denoted by j. 

This result is less by one part in 550 than that 
found by Prof, Rowland in 1879 at Baltimore, when 
corrections are introduced for the differ. 




Joule's beat reaulta were obtained from 
on the stirring of water. A kno^ 



lifference in the j 

From experiments J 

mass of water i », J 
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contained in a vertical cylinder of metal. Witliin tliia 
I fliiaft carrying pa<JdIes revolves, Fised vanes are 




I Becnred to the sides of the cylinder, and the moving 
F paddles rotate between these. When the shaft is 
I tnmed, the temperature of the water ia raised by the 



I friction between tlie paddles and tlie water, and tlie 
I rise of temperatiire ia measured by very delicate ther- 
l mometers. Allowances are made for the heat necessary 
[ to raise the temperature of the calorimeter, and for that 
radiated out from the apparatus, and hence the total 
. heat generated ia calculated. In one series of Joule's 
earlier esperimeuts, the total rise of temperature was 
0°-6(i32 Fahr. The total mass of water used, allow- 
ing for the calorimeter, &c., was 13-924 lbs., so that 
[ the heat developed was sufGcient to raise a mass of 
[ 13-924 X -5632 lbs. of water 1° Fahr.; this comes to 
7-842 lbs. approximately. In the experiments of 1878 
I the rise was 5°-22 Fahr., the corrected mass of water 
f 'being almost exactly 12 lbs, 

I As to the method of calculating the work done ; in 
\ the experiments of 1849, two thin strings were wound 
in opposite directions round a wooden cylinder attached 
I totheaxisof the paddles; the ends of these strings were 
f carried over light pulleys (jj, fig. 2), and attached to 
1 «qnal weights, k h. On releasing the axle b, the weights 
slowly descended, turning the paddles nud heating the 
water. When they had reached the ground the strings 
were, by a simple contrivance, d e, rewound on to the 
cylinder without rotating the paddles, and the experi- 
ment was repeated 20 times. The force producing this 
effect, making corrections for the friction at the 
pulleys and other small loss, was equal to the weight 
of 57-62 lbs., and the total fall, allowiLg for the velo- 
(sty with which the weights reached the ground, was 
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105 feet, giving 6050 foot-poundB aa the work done. 
To this about 17 foot-pounds had to be added for work 
developed by the elasticity of the string which carried 
the weights ; thus the total energy used was 6067 foot- 
poanda. Hence the energy repaired to raise 1 lb. of 

water 1° Pahr. is ^^ foot-pounda. 
7-812 "^ 

Thus the result of this experiment is 773-Q foot- 
pounds. 

This is only one, however, of the long series of ex- 
peiimenta made in 1849. 

In 1878 the method of finding the work abBorbed 
was somewhat different; the cylinder was itself free to 
rotate, and if not restrained would turn in consequence 
of the friction between itself and the water ; tha work 
done on the water in preventing this rotation was 
determined, and from it the result already given waa 
deduced. A somewhat similar method of obtaining 
the work was used by Prof. Rowland: 

These experiments, then, triumphantly establish the 
fact that heat is a form of energy, and that a definite 
■ amount of energy, if used in producing heat, produces 
a definite amount of heat. This constitutes a law 
known aa the First Law of Thermodynamics, the name 
given to the mechanical science of heat. 

We now see what has become of the energy ap- 
parently lost in some of the cases which we have 
already discussed. The weight that haa fallen to the 
ground has lost its potential energy and its kinetio 
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energy of visible motion ; nearly the whole has been 
transformed into heat, and the tern perut urea of the 
weight and the ground on which it fell have been 
correspondingly raised. A pendulum set swaying 
gradually cornea to rest because of the friction at the 
aupport and the resiatance of the air. The energy of 
the pendulum is transformed in part into heat at the 
support, in part it is absorbed in setting in motion the 
air BurrouiidiDg it, and this part in the end becomes 
gradually transformed into heat. In neither case is 
energy really lost ; its form is changed, but ii 
Temaina the aame. 



t its amount 
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CHAPTER IV 

FORMS OF ENERGY 

Bur energy is capable of taking other forms beaidea 
those jnat mentioned. Let ub juat consider very briefly 
Bom.e of these, and first, perhaps, should come the 
energy of chemical separation. 

All material substances are made np of certain 
chemical units called elements, which combine in 
certain definite proportions to form these substances. 
Now, for reasons which are quite unknown to us, a 
given element will combine more readily with some of 
the elements than it will with others; this attrac- 
tion between the various elements is a source of energy. 
Let ua return for a moment to Newton's law of attrac- 
tion between particles of matter, and suppose ws con- 
sider a large space throughout which an immense 
number of particles of fine duet are distributed ; each 
particle pulls and ia pnlled by all the others, and the 
mutual attractions of these particles constitute a store 
of potential energy. The resultant efiect of these 
numerous forces is that the particles are pulled closer 
together and condensed : they thus lose some of their 
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potential energy, gaining an equal amount of kinetic, 
but any given particle we may be watching would soon 
be seen to strike one or other of its neighbours ; in con- 
Bequence of this impact, except under special conditions 
which are not at all likely to hold, tiie kinetic energy of 
visible motion ia reduced ; some of it is transformed to 
heat, and in the end the mass becomes a solid nnclens 
vith its potential energy of position much reduced, but 
its temperature greatly raised. The chemical affinities 
of the elements seem to act in a somewhat similar way 
to this, only the forces between the various atoms or 
molecules of a substance are extremely small except 
where those molecules are very close together. 

Thus, common soda is a compound of the three ele- 
ments, sodium, carbon, and oxygen, while the substance 
called muriatic acid contains hydrogen, chlorine, and 
water, the water being made up of oxygen and hydrogen. 
In the first the sodium, carbon, and oxygen are held 
together by the chemical affinities between them ; in the 
second the hydrogen and chloidne stick together and 
are mixed up with the water. Now, the bonds which 
connect the sodium with the carbon and oxygen are not 
very strong, neither are those which bind together the 
hydrogen and chlorine ; on the other hand, the affinity 
between sodium and chlorine is a very powerful one- 
Suppose, then, we mix these two substances together ; 
we find a great change, violent effervescence takes 
place, and a gaseous substance is given off from the 
liquid. This gaseous substance is found to contain 
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carbon and oxygen, thougli not in the same proportion 
aa they were in the soda, while in the liquid left behind 
we find water and common salt. Now, common salt is 
a compound of chlorine and sodium, the sodium has 
been torn away from the carbon and oxygen and the 
chlorine from the hydrogen to form it. Besides this, 
the hydrogen has taken some of tbe oxygen from the 
carbon to form water. The substances have thus lost 
some of the potential energy of chemical separation 
which they possessed before being mixed; this has 
been transfoimed into heat, and the potential energy 
has been reduced ; the resulting compound is moi-e 
stable than the elements of the mixture before the 
combination took place, and, in accordance with our 
general theorem, the final state ia one in which the po- 
tential energy is, under the existing conditions, a 



As an illustration of this process, let us suppose we 
had two walls each held together by very weak mortar, 
the one of blue and red bricks, the other of black and 
white, say, arranged in alternate rows. These may 
represent two chemical combinations. Let there be 
also a very strong attraction between the blue bricks 
and the white when they are close enough together. 
Suppose, further, that it ia possible to bring the two 
walla so close together that this attraction can act ; the 
result may clearly be that all the blue and white bricks 
may be pulled out of place and stick firmly together, 
while the red and black are thrown down in confusion. 
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A new Bulistance made of tLe combination of the blue 
and white bricks is formed, and this of course is mixed 
up with the red and black bricka j potential energy is 
lost and heat produced. 

In the phenomena of combustion we see another 
case in which the potential energy of chemical separa- 
tion becomes transformed into heat. The bond that links 
together carbon and oxygen when brought into close 
proximity is a very strong one, but somehow, at ordinary 
temperature, the molecules of carbon and oxygen cannot, 
as it were, get close enough together for this affinity to 
9 into play. By raising the temperature we enable 
the action to take place. Now, coal or charcoal consists 
' largely of carbon, and there is plenty of oxygen in the 
When we apply a light to a piece of coal, we 
raise its temperature, and that of the air, so that ft 
I Bmall portion of the carbon can combine with the 
oxygen about it. A considerable amount of potential 
energy is transformed into heat, and the temperature of 
the rest of the coal ia raised so that the combustion 
I can proceed. The coal is burnt. The amount of heat 
I produced by the combination of various substances with 
I oxygen has been carefully determined, and it has been 
I found that enough heat ia produced by the burn- 
I ing of 1 gramme of hydrogen to raise about 34,000 
I grammes of water 1 degree, while the combustion of 
t a gramme of wood charcoal will raise abont 8,000 
I grammes of water 1 degree. 

In this cose we obtained the oxygen from the air. 
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Now, nitre is a substance which is composed of nitrogen, 
potassium, and oxygen held very loosely together, and 
it contains a large store of oxygen. If we bring it into 
close contact with charcoal and then raise the tempera- 
ture to start the combustion, the combination takes 
place, and the same gas, called carbon dioxide, is foraied, 
Thia occurs when gunpowder is fired ; for gunpowder 
consists of a mixture of nitre and powdered charcoal 
with a little sulphur, which helps the process of burning. 
If the combustion takes place in a small space, like the 
barrel of a gun, the heat produced by the combination 
raises the temperature of the gas and so causes a great 
pressure. This in relieved by the bullet giving way 
and being expelled violently from the gun. As the gas 
expands, its temperature, as we shall see short.ly, falls, 
the heat energy being transformed into the kinetic 
energy of the bullet. Thus the potential energy of the 
chemical combination of tJie carbon and oxygen is 
changed into the kinetic energy of the bullet. Suppose 
that the bullet strikes an iron target ; it is flattened 
out and heated, we hear the thud on the target, maybe 
we see a flash of light. Some of the energy of the 
bullet is used in producing thia sound and light, for 
sound ia due to the small vibratory motion of the mole- 
cules of air, and energy is transmitted by these moving 
particles to oar ears, where, acting through the tym- 
panum or drum of the ear on the nerves of our auditory 
apparatus, it gives us the sensation of hearing ; while 
light also travels in waves through a medium called the 
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I Inminiferoua ether which pervades all space and affecta 

le nerves of our eyes. 

To illustrate the process by which sound is conveyed, 

consider a number of balls hung in a row by strings of 

equal length, and suppose that when at rest they do not 

quite touch one another ; take the end boll and raise it 

a little, keeping the string stretched — this gives it 

potential energy — then let it go. It falls like the bob 

' of a pendulum, its energy becoming kinetic, and after 

striking the second ball rebounds, the second ball moves 

on, strikes the third and rebounds, and so on. The 

balls continue to oscillate about the positions they 

. initially occupied, but part of the energy originally 

I conferred on the first ball is conveyed along the row, 

[ Kow imagine this process cemtinued, the first ball being 

I caught aa it swings back from its first impact, raised to 

I the same height as previously and again let go ; more 

I energy will travel along the row; the energy supplied 

[ to the first ball is conveyed to the far end of the row in 

I the form of a wave. These balls represent in a very 

> rough, imperfect manner the partit-les of air whicli 

convey a wave of sound. The sounding body is in a 

I Htate of vibration and corresponds to the hand which 

' keeps the first ball in motion, the air particles near it 

, ore thereby forced to vibrate and act upon those in con- 

I tact with them, and so the energy is transmitted onwards. 

But energy takes otlier forma than these. Scatter 

I some iron filings on the table and bring a magnet down 

towards them from above: the fil' cted and 
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energy from Bomewhere. The magnet is pulled down 
by the filings. If we suppose it suspended from one pan 
of a balance more weights will be needed to preserve 
equilibrium when the filings are below than are needed 
when the filings are removed. The magnet and the 
filings are a system poasessing potential energy due to 
magnetisation. Or again, rub a piece of ebonite or 
sealing wax with fur and then hold it over some small 
bits of thin paper or near a light pith ball suspended 
by a thin thread. The paper and the pith ball are at 
first attracted to the ebonite and fly up to it; they are 
then repelled awny from it. The ebonite has been 
electrified by friction and has in consequence acquired 
energy. Wo could show that while the ebonite 
attracts the far with which it has been robbed it repels 
a second piece of ebonite which has been treated in a. 
similar manner. Owing to this attraction work has to 
be done to separate the ebonite and the fur after friction, 
and this energy, together with some of that expended 
in the rubbing, is transformed into the energy of 
electrical separation. 

Once more, place a piece of pure zinc and a piece of 
copper in water in which there is a little sulphuric 
acid or oil of vitrol, and keep the plates apart. If the 
zinc be pure nothing in particular happens ; now connect 
the plates with a wire outside the liquid. It will be 
observed that the zinc is slowly dissolved away, and that 
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bubbles of gas, which can be shown to be hydrogen, col- 
lect on the copper. If the zinc be impure, bubbles will 
be formed oa it before the connection with the copper is 
made and will continue to form afterwarda. Bring the 
wire near a compass needle. In general the needle will 
be deflected ; there is a current of electricity flowing in 
the wire and it has become in consequence a source of 
energy ; if the eorrent is sufficiently strong it will be 
found that the wire gets hot as the current passes, it 
may become red or white hot, as in the incandescent 
electric lamps ; part of the energy supplied then takes 
the form of light. The simple battery just described will 
not supply sufficient energy for this. If, again, the cur- 
rent be passed through a coil of wire which is bung up 
hj a thread bo that it can take any position readily, it 
will be found that the coil sets in a definite manner ; 
another coil in which a current is passing or a magnet 
will cause it to move, it possesses a definite amount of 
energy so long aa the cnrrent is continued ; this energy 
is derived from the chemical changes which go on in the 
battery cell and can be measured in terms of these 
changes. 

It can be shown that in none of these cages is there 
any change in the total amount of energy in the system ; 
the changes are merely in the form assumed by the 
energy. Hence we assert that if we have any system 
of material bodies, and if no energy is supplied to 
that system from without and no energy is withdrawn 
from the system, then the total amount of energy in 
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the system is constant though the forms assumed by 
the energy change. This is the principle of the con- 
servation of energy in its general form. 

The investigation of the changes which take place in 
the forms of the energy of a material system is the sub- 
ject matter of Physics. To treat all the branches of 
physics in detail would require a book for each. We 
are at present concerned with some general laws and 
properties common to matter in its several forms. 
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In our opening chapter we have spoken of matter as 
that which occupies space ; let na now consider a little 
more closely the forma which can be assitmed by 
portions of matter and see how we can classify them. 
Such a consideration will lead us to discuss some terms 
in ordinary use to describe states or properties of 
matter. Consider a lump of iron or steel ; if force Is 
applied to it, it yields very little indeed. If we attempt 
to compress it into a smaller yolume, we find it offers 
great resistance, A very great force can ahange the 
Tolnme by only a very small amount. If we attempt 
to change its shape, the result is much the same. A 
large force produces a very small effect. We may take 
a bail of iron and squeeze it in a vice ; it will yield a 
little, and, of course, when squeezed it will be flattened 
ont of the spherical shape, but the-change will not be 
great, the iron or steel is only very slightly compres- 
aible, and it ia also very rigid. Rigidity is the term 
used to denote the resistance which a body offers to 
forces tending to change its shape. A perfectly rigid 
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body would be one whinli would never change its shape, 
faowever great might be the forces acting on it. No body 
b perfectly rigid ; but iron, steel, glasa, and many other 
substances have the property in a marked degree. If 
the forces which we suppose are acting on the body 
be not too great, the body will recover its original size 
I and shape when these forces are reiDOved. Elasticity is 
I a somewhat vague term used to denote this property of 
a body. 

An elastic solid is one which has a perfectly definite 
form and volume when free from the action of external 
forces. Perfectly definite changes in foi-m and volume, 
strains as they are called, are produced by the action of 
given forces, and, further, provided these forces lie within 
' certain limits, when they are removed the body recovers 
its original state. In bodies like iron, steel, glass, &c., 
which are without crystalline structure, tbe elastic pro- 
perties are deiined by (1), the resistance the body offers 
to compression, and (2), the resistance it offera to change 
of shape. In common parlance, however, a body which 
readily recovers its size and shape, after considerablo 
deformation, is said to be highly elastic ; it would be 
more accurate to say of such a body that the limits are 
considerable within which the strains may lie without 
impairing the elastic properties of the body, or pre- 
venting it from, recovering its form and volume when 
the stresses are removed. 

Let US DOW consider a substance like jelly or india- 
mbber. We can easily squeeze it out of shape ; an 
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india-rubbfir ball may be flattened considerably with 
very moderate pressure. When tliis ia done, however, 
it will be found that the volume ia not much altered. 
Suppose we take such a ball, and imagine equal forces 
applied to each point of its surface, all pressing inwards 
and tending to reduce its volume, though not affecting its 
spherical shape ; it will be found that a very considerable 
force will not make the ball much smaller, or, if we put 
it in a vice and squeeze it, we shall find tbat the ball 
will extend so much in other directions that ita volume 
ia very little changed. India-rubber opposes great 
resistance to change of volume, but very litt'j resis- 
tance to change of form ; it has very little rigidity, but 
at the same time it is comparatively incompressible. 
Or again, take a substance like beeswax or putty ; these 
have some rigidity, they retain their form, and it requires 
a certain, though very small amount, of force to make 
tham change it. They are, however, very easily either 
compressed, or altered in shape, and that permanently ; 
their rigidity, and the resistance they can offer to com- 
pression are both extremely small ; a very trifling force 
ia sufficient to strain them beyond their elastic limits. 

All these substances which possess rigidity are 
classed together as Solids. 

Bodies which at all points of their substance have 
the same properties exactly are said to be homogeneous ; 
8nch,forexample, are glass, brass, or iron, water, or other 
fluids, and many other substances. If we cut two small 
equal cubes from different parts of such a substance, 



I 
I 



taking care tliat tte corresponding edges of the cnbea 
are parallel; they will resemble each other in every ra- 
Bpect, and could be interchanged withont altering the 
properties of the substance in any way. They will bo 
equal in mass, and all their elastic and other properties 
will be alike. If thia la not the case, the gnbatance 
from which the cubes are cut ia heterogeneous, that is, 
composed of different materials in difierent parta. A 
piece of conglomeriite rock is an example of a hetero- 
geneous substance. It ia probable that if the cubes cut 
out even from a homogeneous body as described above, 
were sofficiently small they would differ somewliat from 
each other. This might easily be the case if they were 
comparable in size with the molecules of the body. One 
cube might conceivably be taken so aa to include only 
one molecule, while the other included parts of two or 
more. If we could render the molecular structure 
visible, in many cases a want of regularity would appear. 
In describing the various propertiea of bodies, we shall, 
OB a rule, suppose them to be homogeneoua. 

Homogeneous bodies, again, may be subdivided into 
two classes. In the first of these the propertiea of the 
body are the same in all directions about any point. 
Bodies of this class are called isotropic. In such bodies 
it is not necessary that the cubes cut as above should 
have their edges parallel ; any two cubes of equal size, 
cut anyhow from the body, have identical properties ; or, 
to put the same fact rather differently, one small cube 
can be conceived of as being cut out of the body, and 
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replaced, bub with its edges turned into different posi- 
tions from those which they previously occupied, without 
altering the nature of the substance at all. The mole- 
cules of such a body are arranged entirely at random, 
but in such a manner that if we start from any point 
and move a given distance, we shall pass exactly the 
eame number of molecules in whichever direction we 
go. Thesecond class of homogeneous bodies is said to be 
aeolotropic. If we take two parallel directions in auch 
a body, the properties of the body in these two directions 
are the same; but if the directions be not parallel, then 
the properties are different. Two eqaal cubes cnt oat 
from the body will exactly resemble each other, if the 
edges be parallel, and one cube can be replaced by the 
other, providfd this porallelism be retained. We may 
conceive of the body as having its molecules more closely 
packed in some directions than in others ; or again, if 
we prefer it, that the molecules are not spherical in 
shape. Crystals of quartz, Iceland spar, or arragonite, 
tmd most other cryetalline substances, are specimens of 
eeolotropic bodies. The elastic properties of such bodies 
are different in different directions, so are their electric 
properties, while light travels throngh them with a 
velocity which depends on the direction. 

If a substance haa a shape of its own which it can 
permanently retain without being in any way constrained 
to do so, and which cannot be altered except by the 
action of an appreciable force, then it is a solid. 

Substances of which this assertion cannot be made. 



which lare nodefinite shape, bat accommodate themselves 
to that oT the Teasel IB which thej-are placed, aud which 
o apprmahh resistance to the actioD of forces 
r rooely to chan^ their shape, are called fluids. 
A n.FiD is a sabetauce which has no rigidity. Thus, 
nterisa fltud; if yon puorit into a vessel it takes the 
shapeof the vessel ; if it is poared on to a flat sorface it 
i|Rcada out in a thin film over the sarface. In Bome 
cases small qnanriti^ of the water will collect and stand 
in drops OD the sur&ce; this is dne to capillarity, nibich 
will be considered in detail later. In the form of ice, 
water sahstance is a solid; it has some rigidity, and keeps 
its own shape ; as the ioe melts, it loses its rigidity and 
beoomesa floid. 

If we take a cnlNCa] block of ice, and, holding one 
e fixed, apply force to the ofqxisite face tending to 
» H slide paralki to itself and so to change the form 
Lcf the block witboat altering its volume, we experieace 
aose of the rigidity <^ the ice. When the 
B has beooue water its particles can be made to slide 
h other by tlie actioo of the veiy smallest force. 
nwflnid haanorigidi^, that is, DO capacity of resisting 
sodi iDotioa. It follows from this that the essential 
piQpeity of a flnid is that, when at rest, 4jie pressnre 
irio^ U exerts on any snrAtoe with which it may be in 
I, is at right angles to that snrface ; for, if not : 
BAB (^. 3) to be the snr&ce, and let the Said 
enrt peesue on it in direction c d, not at right angles 
Hie Bopfcce presses the fluid in direction do. 
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rigidity, there is nothing to ra- 

eist this tendency, and motion, 

will ensue, which ia contrary 

to the hypothesis that the fluid 

ia at rest. Thus there can be no force exerted by 

the surface in the direction DB; the whole force is 

therefore along D E ; hence, the whole action of the fluid 

on the snrfnce ia along E D, and this is the proposition 

we wanted to prove. 

Again, we can subdivide fluids into two main classes. 
Some fluids are almost incompressible ; with them it 
requires an extremely great force to produce even a 
small diminntiou of volume. These fluids are called 
liquids. Imagine a cylinder filled with water closed 
by a tightly-fitting piston; by placing a great weight 
on the piston we could force it down somewhat. 
Thus it has been shown that if the piston contain 100 
square centimetres in area, and the height of the 
cylinder be 10 centimetres, so that there is a litre of 
water in the vessel, then, if we place a weight of 100 
kilogrammes on the piston, so that each square centi- 
metre supports 1 kilogramme, the piston will be 
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depressed by about one two-tbousandth of a centimetre. 
Thia is calculated on the Euppoaition that the walls of the 
vessel do not give at all under this pressure ; of course, 
in practice, they would yield appreciably, and allowance 
would have to be mode for this. Sucb subatancea, 
then, as wat-er, oil, alcohol, mercury, and many others, 
are nearly incompressible fluids, though, of course, their 
degrees of compressibility vary. They are classed 
together as liquids ; they have no rigidity, but offer 
great resistuuce to compression. 

The fluids in the second main subdivision are very 
easily and readily compressed, and are called gases. 
A gas is a fluid because it has no rigidity; it differs 
from a liquid because it readily expands and contracts 
under variations of pressure. Thus, if the cylinder in 
the experiment just described were filled with air or 
Bome other gaa instead of with water, and the same 
weight were placed on the piston, it would sink through 
about 5 centimetres, or, in other words, the volume 
would be nearly halved. ■ In practice this experiment 
would not be carried ont exactly in this manner, for 
the friction between the side of the cylinder and the 
piston would produce error. This, however, can be 
avoided by a suitable modification of the apparatus. 
Thus air is about ten thousand times as compressible as 
water. But there is yet another distinction. Suppose 
the sides of the cylinder are continued some distance 
above the piston, and that the piston is raised, the 
level of the water will still remain at about 10 ceuti- 
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metrea from the bottom. Above it there wit! be an 
I almost empty space, containing merely a email qcantity 
of water vapour, while the pressure on the surface of 
the water will bo inappreciable. There will be a, free 
surface to the water separating it from the space above. 
If, however, the cylinder be filled with air or some 
other gas, this will not be the case. The gas will rise 
with the piston, and fill the whole space below it 
almost uniformly. The pressure exerted by the gas 
on the sides of the cylinder and on the piston will be 
reduced ; force will be required to hold the piston up. 
When the piston has been raised 10 centimetres, the 
volume of the gas will have been doubled ; its pressare, 
we can show, will have been reduced to about half of its 
initial value. 
' Again, consider a substance like honey or treacle. 

I We can pour it from one vessel to another ; if we make 
a heap of it on a plate or dish, the heap is gradually 
flattened out till the dish is covered. It will not retain 
the shape to which we mould it for more than a brief 
time, but the rate at which it changes its shape is 
Blow, It has no rigidity, and therefore mnst be classed 
as a fluid ; yet it clearly differs greatly from water or 
alcohol, which, when poured out into a dish, cover the 
whole area of the dish almost immediately. With 
treacle a very small force is sufficient to change ita 
shape, provided that force act for a sufficient time. 
Such fluids are called viscous. A perfect fluid is one 
which yields instantaneously to a shearing stress — that 



is, a stress tending to make its particles slide over eacb 
other, and so change its form without altering its 
volume ; a viscous fiuid yields in the end to shearing 
stress, however small the stress may he, but time must 
be allowed for the action to take place. In reality 
we know no such thing in nature as a perfect fluid; 
water, alcohol, Ac, are slightly viscous, but, compared 
with treacle, honey, or glycerine, they may be treated 
as practically perfect fluids. 

While there are these three well-marked groups of 
solids, liquids, and gases, including in the latter group 
vapours, as to the properties of which we shall have 
more to say shortly, it is not always easy to say to 
which group a given body belongs, the properties of the 
one merging to some extent into those of the other. 
Thus, consider a stiff jelly made by dissolving glue or 
gelatine in hot water, and allowing it to cool. Such 
a substance is a solid, it has rigidity, yon can mould 
it into any shape you will, and it will retain the form 
given to it. But now add more water to the mixture ; 
it begins to lose some of its solid properties, nnd after 
h time yoa get a sticky liquid like gum. It is impossible 
to say exactly at what point the substance changed 
from solid to liquid. The fluid certainly is a viscous 
one at first ; continue, then, the process, and add still 

■e water, the viscosity is reduced until you would 
class the substance as a non-viscous fluid. But at 
what stage in the proceedings yon can fairly say the 
fluid has ceased to be viscous ia an open question. 
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Once more. BeeBwax or paraffin are solids. They 
will slightly resiat a shearing stress, but their limits of 
elasticity are very small. The application of quite 
a small force is sufficient to mould them to a new 
form; they are very plastic. Many solids have this 
property to some extent. If the stress applied to 
them exceeds a certain limit, they give way and take 
a new form, in which the stress ia reduced. A further 
application of force ruptares or breaks them, but there 
is a considerable range between the force required to 
strain them beyond the limits of elastic recovery and 
that which will rupture them. The terms tenacious, 
ductile, and malleablej a8 applied to metals, express 
Bimilar properties. 

Thus, copper is very ductile; it can be drawn out 
into wire by pulling it repeatedly through holes in a 
Bteol or agate plate, and by this process its diameter 
may be reduced many times without rupture or breach 
of continuity. Copper is also malleable. A lump of it 
can be hammered out into a thin sheet, or bent by the 
action of pressure applied through a mallet into the 
form of a bowl or mould. Gold is very malleable, and 
can be beaten out into extremely thin sheets of gold 
leafwithoutimpairingitacontinuity. Goldeanbe drawn 
into wire, bat not so readily as copper. Lead, again, is 
a malleable substance ; but it is not so tenacious as 
copper. A malleable substance yields gradually to the 
effect of pressure, contracting in the direction of the 
pressure, and expanding in directions at right angles to 
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it. A tenacious substance will stand considerable 
tension without breaking, extending gradually in the 
direction of the tension, and contracting at right angles 
to it ; a plastic substance is one in which the property 
of malieability is in excess, so that the main elastic 
feature of the body is the readiness with which it can 
be moulded to any desired form. Copper is ductile 
because it is both plastic and tenacious. There is, 
howeyer, a distinction to be observed between a plastic 
and a ductile body ; both are rigid up to a certain 
limit. In a plastic body, however, this limit is fixed ; 
when subjected to a distorting stress exceeding the 
limit the body gives way. The amount by which the 
stress can exceed this limit without producing rupture 
depends on the tenacity of the body. In a ductile 
body, however, the limit is not fixed. To produce con- 
tinuous yielding it is necessary continnally to increase 
the distorting stress. As the body yields, its capacity to 
resist distorting stress increases, so that after a certain 
amount of yielding, if the distorting stress remains 
constant, the resistance of the body will become suffi- 
cient to balance the stress, and a new equilibrium 
position is fonnd. 

Ab ft contrast to plastic, tenacious, or ductile 
bodies, we have brittle substances, such as glass or 
crystals, chilled steel, or china. These give way 
almost as soon as the limits of elasticity are reached. 
I a piece of glass np to a certain limit, it will 
return to its original form when the strain is removed ; 



attempt to strain it even but a little beyond that limit, 
and the glass fractures at once; it ia highly brittle. 
Some substances are brittle when stress is suddenly 
applied to them; but plastic or even viscous if the same 
stress is applied more gradually. Pitch is an example 
of these. A sudden blow will fracture a lump of pitch 
instaijtly, while gentle pressure applied continuously for 
some time will mould it into almost any required form. 
Pitch ia brittle for a Budden blow, viscous for slow, 
continued action. 

The properties of plasticity and viscosity merge 
into each other, and it ia sometimes difficult to draw 
tlie line between a soft solid and a viscous fluid. ■ 
Mere difference in hardness is not sufficient. Wax | 
is softer than pitch, and can easily be cut by a knife, 
while pitch is fractured at once when the attempt is 
made, and yet pitch is strictly a viscous liquid, for if a 
lump of pitch be placed on a table and left merely under 
the action of so small a force as its own weight, it will 
flatten out like treacle, only at a much slower rate, and 
lose its form, or again, if pitch be placed in a funnel 
and left, it will in time flow down through the funnel 
in a slow contiimuus stream. Any small force then, if it 
act for long enough on pitch, will change its form ; thus 
it is a liquid, though a very viscous one. To mould a 
lump of wax the force applied must exceed a certain 
limit ; the weight of the wax is insufficient to change its 
form J it is thus a solid. Of course this is a very extreme 
case ; it ia merely given to illustrate the way in which 
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solid and fluid properties are connected together, and 
the criterion to be used to distinguish them. For small 
rapidly-acting forces pitch is a rigid eolid ; tuning-forks 
have been made of it which, when struck, have for a 
time given an audible note; they collapse, however, 
under their own weight very shortly. 

Many substances can exist nnder varying conditions 
in all the three stat«a above mentioned ; the temperature 
is generally the condition which determines the state 
a substance takes. Thus, at low temperatures water- 
stuff takes the form of ice, which ia solid, and has some 
rigidity. It is, perhaps, still an open question how far 
ice is plastic or viscous ; it certainly does mould itself, in 
time under pressure, to varying forms; but that raay 
be due to the phenomenon of regelation, which could 
produce the effect. The recent most interesting experi- 
ments of Messrs. McConnel and Kidd have shown, 
however, that glacier ice is a conglomerate of crystals, 
and that while each crystal ia rigid for stresses applied 
in certain directions it will gradually yield like a viscous 
body to the continued action of stresses applied in 
other directions. 

"When heat is applied to very cold ice its tempera- 
ture rises, but at a certain temperature, depending 
very slightly on the pressure, it changes to the liquid 
■water ; above that temperature it cannot pxist as ice ; 
below it, except under certain quite abnormal con- 
ditions, it cannot have the form of water. When the 
change is complete the addition of more heat raises the 



temperature again, and the rise goes on continuously 
till another temperature is reached, depending to arauch 
greater extent on the pressure, at which the water sub- 
stance becomes steam, and aa siich has in the main the 
properties of a gas ; it will expand and fill the apace 
above the water like a gas.' It is, however, in one very 
important particular different from a gas. Let us con- 
aider this more closely. Suppose we have a cylinder 
filled with air, and that we compress the air by pressing 
down a piston, keeping the temperature constant ; the 
volume of the air is decreased and its pressure increased. 
Now repeat the same experiment with steam instead of 
with air ; the result will depend on the pressure in the 
cyhnder originally, bnt probably for a time the pressure 
will increase as the volume decreases. This law, how- 
ever, will not hold for long. Aa the piston is still 
further depressed, some of the steam will be condensed 
into the liquid form, and the pressure of the remainder 
will remain the same ; the effect of pushing the piston 
still further down will be to condense more and more 
steam, until at last we have only liquid beneath the 
piston. Steam is a vapour as distinguished from a gas, 
and the first rough distinction we draw between them 
is that a vapour can, at ordinary temperatnres, be con- 
densed to the liquid form by the action of pressure alone, 
while a gas cannot; the words 'at ordinary tempera- 
I tares ' will be found in the sequel to be of importance. 
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CHAPTER YI 

TERMS APPLIED TO PROPERTIES OF MATTER — ELASTICTTY, 
RIGIDITY, COMPRESSIBnjTY 

Let na now eee if we can define and measure rather 
more exactly some of the terms used and explained in 
the last chapter as applied to matter. Some of these 
terms express qualities which may be capable of com- 
parison but not of exact determination. Thus, hardness 
IB a relative t^rm, and we have no absolute scale to 
measure it by; the statement that one substance is 
twice as hard as another conveys no meaning unless we 
say how hardness is to be measured. We may establish 
an arbitrary scale, as is done by mineralogists who have 
takiin certain standards of hardness, viz., the hardness 
of each of the minerals in a certain seriea. If a given 
mineral scratches one member of this series, but is itself 
scratched by the next, then its hardness lies between 
those of the two minerals in questioo. But this does 
not give aa a measure of the hardness, in the same way 
we can measure, say, the density of the body. For the 
density of a homogeneous body is the mass or qaantity 
of matter in the unit of volume, and is determined by 
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■fiiirfing the number of units of masa and tbe number 
of units of volume in the whole body and dividing the 
former of these two by the latter; it is thus expressed as 
BO many grammes or pounds to the unit of volume and 
becomes completely determinate. Now, many of the pro- 
pert lee we have been dealing with, snch as rigidity, com- 
pressibility, viscosity, and others, are mej^hanical in their 
nature, and can be expressed in terms of the funda- 
mental units. Thus, rigidity measures the reaistance a 
body offers to change of shape ; it is therefore properly 
determined by the stress required to produce some 
definite change of shape. Resistance to compression, 
again, will be measured by the stress required to pro- 
duce some specified compression, and bo on. Let us try 
to analyse some of these quantities a little further. 

We will deal only with isotropic bodies ; that is, with 
bodies which have the same properties in all directions 
round a point. 

Take a cubical block of an elastic solid and let one 
face of it be held fixed. Suppose forces to be applied 
I onifbrmly to theopposite face in such a way as to make 
I it slide paraOe! to itself a small distance, tho planes 
I intermediate between the two will also slide forwards 
though to a less extent, and the distance any plane 
\ moves through will get less and less as we approach the 
' fixed plane. Thus, suppose the fixed plane to be at right 
' angles to the paper, and let it cut the paper in A b 
;. 4), and let the plane which is made to slide forwards 
the paper in C D. Suppose that by tbe motion it is 
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I brought to the position c' d', the line AC will become 
I A c' and the line B D, B d'. The body is said to experi- 
a shearing strain, and the amount of the shear is 
measured by the ratio of C c/ to C a. Moreover, if E be 
any point on A C, and if E e', P f", drawn parallel to A B, 
md B d' in e', f* respectively, then by the motion 
Le is brought to e' and F toF'. We have alaoEE'/*E A = 
9.C c'jo A=the shearing atmin. The force acting on the 
I face c I) to produce this will be a uniform traction, 
l.-parallel to the lineOD; the amountof this traction per 
nnit of area of the face ia 
called the shearing streaa, 
and it is found by experi- 
ment that when the strain 
is sufficiently small the ratio 
of the shearing stress to the 
shearing strain ia constant. 
This statement, that the 
L. ratio of a stress to the strain it produces is constant, 
I conatitutea the general expression of Hooke'a law. 
I Hence, if we denote by T the shearing stress and by a 
the corresponding strain, then t/o is always the same 
I for the same substance under given conditions. Let us 
denote this constant ratio by ji, then we have T=»a. 
[ Let na now consider the question what stress will pro- 
duce nnit shear, in this case a = l and therefore T=Ji; 
BO n ia the stress required to produce nnit shearing 

breviatioQ for 'divided bj.' 
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Btrain; n, therefore, ia a measure of the rigidity of the 
body and is called the modulus of rigidity. Of course 
we could not really produce nnit shear in most bodies, 
the body would ruptore long before it was strained to 
this amount, and the stress before rupture would prob- 
ably have ceased to be proportional to the strain. We 
may define the simple rigidity, then, aa the ratio of the 
shearing stress to the shearing strain when the strain ia 
small ; if the laws of elastic solids held over eo large a 
range of strain, the simple rigidity would be measured 
by the stress required to produce unit shear. 

The displacements involved in a simple shear may 
be illuFitrated by taking a thick and somewhat loosely 
bound book, and while holding the one cover against 
the table, poshing the upper cover parallel to the table ; 
the leaves thus all slide parallel to themselves through 
spaces which are proportional to their distances from 
the lower cover. The book is sheared. The force 
applied per unit of area to the cover ia the shearing 
stress ; the ratio of the distance moved by the cover to 
the thickness of the book ia the strain. 

Or again, take a cube composed of a large nnmber 
of square cards placed one on the top of the other like 
the leaves of a book. Place some elastic bands ronnd it 
to hold the cards together; in this position it represents 
the onstrained cube of solid ; put one set of edges of the 
cards in contact with the table and press obliquely on the 
top surface; the cards will slide over each other, and on 
turning the block so that the lowest card again lies on 



I AND FBOFEBTIES OF SUTTER 

the table it will be found that the block is no longer 
a cube, having sis square faces and all its angles right 
angles, but tliat while the top and bottom faces remain 
square, the others have become parallelograms. The 
cards now represent the solid when strained by a simple 
shear. This method of considering the question brings 
ont one fundamental property of a shear. It is clear that 
the volume occupied by the cards or by the leaves of the 
book is the same in each of the two positions, and so we 
infer that the volume of a body is not altered by a 
shearing strain. This follows from fig. 4, for since the 
trianglec'CA=triang]e D'DB.we see that the areaCABD 
= area c'a B d', and the same is true for any section of 
the body by a plane parallel to the paper. Hence, a block 
of the substance with its faces passing through CA, A B, 
B D, and D c respectively, and at right angles to the paper, 
becomes strained into one of equal volume but with its 
faces through c' a, A B, B d' and d' c' and still at right 
angles to the paper. 

We have thus investigated the meaning of a simple 
shear, and have shown that in a body of rigidity n, the 
shearing stress and strain are connected by the equation 



If the stress is too great for the body to stand, it yields 
to it and separates into two portions, the one part 
sliding as it were over the other parallel to the plane 
of shear j thus, when a hole is punched in a sheet of 
lead, a very intense shearing stress b applied over a 



limited surface, the metal girea way and & small oylin- 
drical bib is forced out by the punch. The same sort of 
action takes place wheu a sheet of lead or copper is cut 
by a pair of aheara ; the lower blade of the shears sup- 
ports one half of the sheet, the upper blade presEos the 
other part down, and the two parts are sheared asunder. 

In ordpr to strain an elastic solid it is necessary to 
do work ; assuming no energy is lost as heat, that ia, 
that the temperature remains constant all the time, the 
whole of this work is stored up as the potential energy 
of strain in the solid and can be recovered by allowing 
the solid to regain its equilibrium condition. A com- 
pressed spring or a bent bow are examples of strained 
fiolida, and have energy which may be used, in the one 
case to drive the mechanism of a clock, in the other to 
propel an arrow. 

Thus it is a natural question to ask. How much 
energy is stored in a body which is subjected to a 
simple shear ? 

If the stress did not depend on the strain, the 
answer would be a very simple one. Let us suppose 
the body is strained by a stress T applied per unit of 
area, and that we consider the work done in increasing 
the strain by a very small amount, so small that 
we may consider T as not appreciably varying during 
this change. Let I be the length of a side of the 
original unstrained cube which we are dealing with. 
The area of a face is thus P and the force which 
Btraiiia it ia Ti'. Take a section of the cube, i 






in fig. 5, and, in consequence of tbe additional email 
strain, let o' be brought to p and d' to q. Then c' p 
= d' Q = a:, Bay ; and by this strain the point of 
application of tlie force T i* has moved a distance x. 
Thus the work done is T P x. Tfa&n the additional 
Htrain = c' p/c A = xjl = a', say. Hence the increase 
of energy is t Pxjl or T Pa' and the increase of energy 
in a nnit of volume ia T a'. It must he remembered 
that a' ia anppospd so small that T may be treated as 
constant and equal to ita average val.ie during that 
strain. 
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The following method will give the increment \ 
energy due to a small Unite strain. Letos take a hori- 
zontal line, o N, fig. 6, and measure the strain by dis- 
tances, o M, &c., along this Hue and the corresponding 
stress by vertical lines pn, &c. These are called ordi- 
uates. Let on denote the strain a, and nh' the additional 
strain o'. If P N = T, then the increment of energy 
per unit volume is represented by the parallelogram 
pun', and the whole energy in any finite small strain 
will be the sum of such parallelograms. Thus, if we 
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draw a carve O P Q, such that the ordiuates of this 
curve represent the etresses, the area of the curve will 
represent the energy, but since by hypothesis the strain 
is BO small that the stress is proportional to it, the curve 
is a straight line, P U say, and if Q u be perpendicular 
to O N and represent the final value of the stress, O M 
being the final strain, then the energy = Area O Q M = 
JOM.QM = ^ axn a = ^n a\if ais now the final 
strain. Thus the energy ie one half of the final stre-sa 
multiplied by tlie final strain, or is the avernge stress 
multiplied by the final strain. For since the sti'esB 
increases uniformly with the strain, the average stress 
is half of the final stress. 

The energy can be expressed also in terms of the 
final stress, for if this be T we have T = na. 

Thus the energy per unit volume is ^ T'/n. 

These results give us another meaning for 
since the energy is J- ji a' we see that if a = 1 or the 
body suffer unit shear, then the energy = J »[, that ii 
the rigidity is measured by twice the energy stored per 
unit volume, when the body experiences unit shear. 

The foregoing is, of course, only true when the etr^m 
is a simple shear, that is to say, when the body undei 
goes only change of form and not change of volui 
Let us now take the case of a body undergoing changi 
of volume only and no change of form ; any cube in tht 
body remains a cube, only the length of its edges u 
changed. Lot us take a cube having sides of length Id 
Bupr " ' three of the faces which meet at one of it 
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angles are fixed and that we consider the effect cf 
applying equal pressures, F, per unit of area, to each of 
the other three. Each edge will become smaller by a 
length X, Buppose, The ratio xj I, which is the decrease 
in leDg;th per unit of length, is called the linear con- 
traction. 

The volume of the unstrained cube is P, that of the 
Btrained cube is (l~x)\ and this is equal to P— 3 I'x 
+ 3 Z a)' — a)* ; but we suppose a is very small, so that 
x' and a? are much smaller than x; hence we may put 
for the new volume P — 3 Pa;. Thus the decrement 
in volume is 3Px; the cubical contraction is the ratio 
of the decrease in volume to the original volume, and 
thmiESPxjPorSxIl. 

Thua, in this case, the cubical contraction is three 
times the linear contraction. Let us denote the cubical 
contraction by S ; then, within the limits with which we 
are concerned, experiment shows that the pressure 
required to produce a cubical contraction 8 is propor- 
tional to 8, and we have therefore P/8 = a constant = 
k, say. Thus p == 48; k ia the pressure required to 
produce unit contraction, or the tension required to 
produce unit dilatation; it therefore measures the reais- 
tance to compression. 

Again, let us find the work done in producing this 
contraction 8 ; this will give us the energy stored in 
the strained solid ; the work done on one face in in- 
creasing the displacement x by an amount x', so small 
that for this small change we may treat p as constant, 
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iapl^x', and this is equal to p 1° e' if e' is the correspond- 
ing change in the contTsction e. Thus the work done 
per unit of volume is P e' and the work done per unit 
of volume in Btraining the body from its initial state 
to its final contraction « is ^ p e. Taking account of 
each face, we get as the total work done ^ P a or ^ rB, 
and mRcae=kB the total work done in producing a 
dilatation 8 without any change of shape is ^ fc S' ; we 
might therefore state that k is measured by twice 
the energy per unit of yolunie when the body experi- 
ences unit dilatation or contraction without change of 
shape. A more general case of strain is when the 
body experiences both change of volume and change 
of form ; this may be conceived as made up of three 
elongations or contractions e,f, g, of unequal amount, 
parallel to the edges of the cube, combined with three 
Bhears a, /3, 7, in which the sliding motion takes place 
parallel to each pair of faces in turn ; the first sell of 
strains change the cube into a rectangular parallelo- 
pipedon, while after the shears the parallelopipedon 
seases to be rectangulaj. We may show in this case 
that the dilatation ia (e+/+ff) while the energy 13 
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+ 51. (ffl° + jS* + 7*)], bnt the proof would be rather 
complicated. 

From this expression for the energy we can calcu- 
late the stresses which will be exerted across any given 
surface in the solid ; we can also find the stresses which 
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mst be applied to the surface to produce a given state 
of Btrain ; or again, we can obtain eqoations to give tha 
Btmina, and hence tho displacementa at each point of 
the solid produced by the application of known forces 
to its surface. In general the solution of the equations 
is not easy, and has only been completely obtained in 
some special cases. 

The two quantitiea n and Jc, as defined above, eon- 
Btitnte the two principal modulusea of elasticity for an 
isotropic solid ; there is, however, another quantity con- 
nected with the above on which some important phy- 
sical pro])ertiea of the solid depend, more directly than 
they do on the two principal nioduluaes, and which is 
capable of comparatively easy determination. Suppose 
we have a long bar of elastic material, and apply to it 
a tension in the direction of its length ; the bar will 
then expand in the direction of its length and contract 
in directions at right angles to the length ; the amount 
of this expansion for a given tension depends on the 
value of Young's Modulus for the material. This 
quantity is defined to be the ratio of the tension per 
unit of area to the extension per unit of length pro- 
duced by it, and is found to be constant if the tension 
be not too great. Thus, if a force of T dynes be 
applied, and if the area of the cross section of the bar 
be 17 square centimetres, the tension on each unit of area 
is t/o-; also if the length of the bar before stretching 
is I centimetres, and after stretching I' centimetres, 
exteuaion is /' — I and the extension per uait of 
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leuglli is (l'—t)ll. Hence Young's Modulus for the 
material of the bar is TZ/(r(Z'—Q. This assumea that the 
extension is proportional to the tension producing it, 
i.e. that within the limits considered Hooke's law holds. 
The law mainly stated with reference to thia case was 
given by him as an anagram in 1C76, the anagram 
being ceiiiiwsssitim ; ths key to the anagram followed 
inlC78, in the words w((ejMioBic wis — aa is the extension 
BO is the force. Our reasons for believing the law are 
of course based on experiments made on elastic bodies. 
We can take a rod or wire and suspend it vertically, 
hanging a scale pan from it ; we then measure its 
length, and on putting weights into the scale pan, we 
find that the wire extends. On measuring by suitable 
apparatus its extension we find that, if the weights 
do not exceed certain limits, the extenaion produced 
is proportional to the weights placed in the pan. 
Now if we suppose the rod or wire to be isotropic! 
we can show from the general theory of elasticity 
that the ratio of a simple tension in one direc- 
tion to the elongation it produces is 9nhj(Sk+n). 
Thia, then, is the value of Young's Modulus for an 
isotropic medium, while the ratio of the contraction 
in directions at right angles to the length to the 
elongation in the direction of the tension is given by 
i3k~2n)j2{3k + 7i). 

This quantity is very often called Poisson's ratio. 

' A wire is almoBt certainlj nit iantrapic, the process of ' dravfing' 

glvea it different properties aiong iisaxia to those wLich it 

In dittctiaoa at right angles to the axis. 
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It ia a consequence of a certain mathematical theory of 
elasticity, developed in Franca by Poisson and Navier, 
that this ratio should be ^ ; for according to them there 
IB a constant ratio between n and k, such that for all 
Bubstancea 57i=3fe. Stokes pointed out that there 
were many subatances for which this result is certainly 
false. Jellies and india-rubber have very differeJit 
rigidities, and are all nearly incompressible, so that 
for them Jo ia much greater than § n, and in fact sines 
the volume remains nearly constant if a column, of 
india-rubber be pulled out, it is found that the contrac- 
tion at right angles to the length is approximately 
half the elongation, so that Poisson's ratio is \ not J. 
Stokes also gave reasons for thinking that in metals k 
was probably greater than ^n, and the experiments 
which have since been made on the subject have shown 
that in general Poisson's ratio is greater than J, thus 
; Stokes's reasoning. Its value for various 
substances ia approximately as follows : 



Brass 
Iron 
Copper 




Cork, on the other hand, is much more rigid t 
the theory would require, for it can very readily 1 
greatly compressed or extended in length without 
appreciably altering its lateral dimensions. 

We are therefore justified in treating n and k 
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as two independent consents on which the purely 
elastic properties of a body depend, though, as we have 
said, it is the quantity 9 7ti/(3fc + w), or Young's 
Modulus, which is important for many practical pui^ 
poses. 

Thus the bending of a beam depends of course on 
its length, weight, and cross section, bnt it also depends 
directly on Young's Modulus for the material of which 
it is made. For consider a beam fixed at one end 
BO that if unstrained it would rest in a horizontal 
direction, but free at the other, and therefore strained 
and deflected from that position partly by its own 
weight and partly by the action of a weight hung from 
the free end ; the fibres on the upper side of the beam 
are clearly stretched by the bending, those on the under 
side are compressed. Now, if we have two beams of 
diiftrent materials, but otherwise exactly alike, and 
loaded with equal weights, and take two transverse 
sections, one in each beam, at the same distances from 
the fixed end, the stresses tending to produce elotigatioo 
or compression are the same at corresponding points of 
the two beams, but the compression or elongation pro- 
duced will be propoi-tioual to the stress and inversely 
proportional to Young's Modulus; the curvature of the 
beam at each point will depend on the compression or 
elongation, that is to say on Young's Mcdnlus, and thus 
the whole deflection, if not too large for Hooke's law to be 
true, will be inversely proportional to Young's Modulus. 

A figure may perhaps make the argument rather 




f-Ee/p; 

I length 1 



•T. Let ABDC (fig. 7) represent the beam when 
Let a e and bdhe two transverse sections, which, 
I in the unbent statOj were vertical ; since the uppermost 
fibres, fiuch as those 
along A B, are stretched 
while the under ones, 
such as c D, are com- 
pressed, there must be 
some layer which re- 
mains of its natural 
length. 

Let this layer be 
now fake a fibre, pq. above e/j its oii^nal 
e/, thus its increase in length iapq — ef, 
I and its elongation, or the ratio of this to the original 
I length, is (pq—ef)lef; hence, if m stands for Young's 
Modulus, the tension along p 5 per unit of area of the 
cross section at p is M(p2 — e/)/e/. At the same 
time there is a pressure at r, if rs is a fibre below 
I the unstretched one, given by u (f^/— '■s)/e/. The 

I tension tends to shorten p q, the pressure to elongate r s, 
the result of the combined actions for all the elements 
of the section (tc ia to tend to raise the end B i) of the 
lieam ; the effect of the weight w, which we suppose to be 
Buspended from F, and of the weight of the portion 
OB D K of the beam is to lower the end B D ; the one effect 
balances the other, and from this condition we can 
determine the form assumed by the beam, Now, if we 
have two beams of the same size and shape, but of 
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different materials, and suppose them deflected by tLe 
same weight, the tensions and pressures at corresponding 
points of a section aV of the second beam mnst be the 
Eame aa those just investigated, and hence we shall have, 
I if m' be Yonng's Modulus for the second beam, 

M'(p'q'-e^f) = M(pi-ef); 

but the bending of the small portion between the planes 
a and i d depends on the value of^^—e/, and hence we 
get, if y represent the total deflection of the one beam, 
y' of the other, that My=ii'y', or the deflections are in- 
versely proportional to the values of Young's Modulus, 
The complete investigation shows that if w be the 
weight deflpcting the beam, and if this be great com- 
pared with the weight of the beam, so that the effect of 
the tatter need not be considered, if I be the length of 
the beam, b its horizoi^tal breadth, and d the vertical 
depth of its section, which we suppose to be rectangular, 
then 



lly = 



bd'^ 
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By observations on the deflection combined with 
measurements of the length, breadth, and thickness of 
the beam the value of Young's Modulus can be found. 

The relation between the tension requifed to 
elongate a bar of cross section <t square centimetres the 
extension produced and Young's Modulus is, we have 
the following : u = - 
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Suppose, then, we have a bar one square cm, in cross 
section and tlieo. inquire what force is necessary to 
double its length; assuming of coarse Hooke'alaw tohold 
for such an extension (this assumption would not be 
true in most natural snbstancea), then a- = 1 1' = 2 I. 
Thus M ^ T. Hence Young's Modulus for a given 
material is the tension required to double the length of 
a bar of unit cross section of thnt material. 

The greatest amount of longitudinal stress which a 
given body sach as a wire can bear will depend on its 
cross section and on the tenacity of the material ; the 
tenacity is represented by the greatest stress which a 
wire or bar of unit cross section can bear without 
rupture. Thus, if a bar of cross section ir square 
centimetres break when a tension of T dynes is applied 
to it, the tenacity is t/o- dynes per square centimetre. 
The tenacity is determined by suspending the wire or 
bar and loading it till it just breaks. 

Let ua now consider briefly some methods of finding 
the values of m and k, the rigidity and the resistance to 
compression. One relation between these quantities is 
given when Young's Modulus is known, while Poisaon'a 
ratio gives another, and from these two the values of n 
and fc can be calculated, Accordingly experiments have 
been made with the view of finding Poisson's ratio 
directly ; this might be done theoretically by taking a 
uniform bar of the mater'ial and measuring its length 
and diameter when free, the bar would then be subjected 
to great longitudinal stress and the length and diameter 
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again measured. Fnim these data the ratio of the lateriJ 
contraction to the longitudinul extension could be fanud. 
In practice, however, the change in the diameter of the 
bar is much too small to be thus measured with accuracy, 
and the difiiculties of obtaining good reanlts are very 
great ; it ie better, therefore, to have recourse to other 
methods for finding n and k. Now, if we take a long 
column of circular cross section and, holding one end 
fixed, twist the other end about the axis of the bar, we 
do LOt alter the volume of the bar ; tlie strain produced 
is a simple shear. 'ITie stress thua introduced into the 
bar will depend only on its length and cross section and 
on the rigidity of the substance, and moreover it will 
clearly be proportional to the rigidity ; thus we can com- 
pare two rigidities by finding the forces necessary to 
twist two bars of the same dimensions through the same 
angle. To measure the rigidity of a given substance we 
must calculate the stress produced by twisting a bar of 
that substance through a given angle. This stress in 
any cross section of the bar takes the form of a couple 
tending to untwist the bar, and if a is the radius of the 
bar, I its length, and S the angle which the one end of 
the bar is twisted through relatively to the other, we can 

l^ow that this couple is given by — ' ^. 

Using, then, this result, we have to equate this conple 
to the known couple employed to twist the bar, and from 
the equation we can deduce the value of n. 

This is a statical method "f ti-rling n, for we equate 
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Hie torBional effecb to a etatical cou])le. We miglit 
equally employ a dynamical method as followa. Sup- 
pose a mass of known form — a sphere or cylinder, Bay — 
ia Buspendod by Lhe wire. Turn the mass through a 
atniiU angle, thus twisting the wire about its axis, and 
then let it go. Tbe system will continue to oscillate back- 
wards and forwards round the vertical axis, and the 
motiun will be more rapid the greater the force due to 
the torsion. When the wire was twisted it had poten- 
tial energy ; this potential energy is transformed into 
the kinetic energy of the mass, the transformation 
being complete when tbe wire is completely untwisted, 
but the momentum acquired by the mass carries it 
through this position, twisting up the wire in the other 
direction and transformiog the kinetic energy into 
potential. If we could omit from consideration the 
energy dissipated ns heat in tbe wire, and by the friction 
with the air, the system would go on oscillating con- 
tinually. We can show as followa that the time of 
an oscillation is inversely proportional to the square 
root of the rigidity: consider two wires of the same 
length and thickness, but of different rigidities, let 
them carry equal masses, and suppose the two twisted 
through the same angle ; their potential energies will 
be proportional to their rigidities. Now consider wfaut 
has happened when each wire has untwisted through 
the same angle; each has lost potential energy and 
gained kinetic, the loss of the one form of energy being 
equal to tbe gain of the other form. Also, since tbe 
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angle twisted throaj^h ia the same for the two, the loss 
in each case will be proportional to the rigidity. 

ThoB the kinetic energies of the two masses, when 
the angle of twist is the same for each, are proportional 
to the rigidities of the wires ; hence the velocities at 
such corresponding points are proportional to the square 
roots of the rigidities, and the times of describing equal 
small arcs near these corresponding points will be to 
each other in the inverse ratio of the square roots of 
the rigidities. Hence the whole time of an oscillation 
oF the one will be to the whole time of an oscillation of 
the other inversely as the square root of the rigidity of 
the first to the square root of the rigidity of the second. 

By considering the complete problem, it can be 
shown that if T is the time of the complete oscillation, k 
a quantity depending on the form and material of the 
suspended mass, and called the moment of inertia of 

that mass, then T = 2 tt a/ \ "^ i \ > ' being the 

length of the wire, and a its radius. 

Hence 71= 

I 

Now all the quantities on the right hand side of this 
equation can be determined, and thus a value can be 
found for n. 

If now we know the value of n and M for the same 
Hubstance, we can deduce the value of i aa follows. We 

have seen that m = ^ : from this wo find 

. (3 ft + 71)' 
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practical limit of elastic elongation is meant the maxi- 
mam amount of elongation wMch a. wire or bar will 
stand and completely recover from when the stress is 
removed. 

By tbe resilience is denoted the amoant of energy in 
the strained body, per unit of voluioe, and it is generally 
used for the maximum amount of energy due to some 
particular type of strain when the strain has reached its 
maximum valaeconaiatentwith complete elastic recovery. 

The strength of a materia! for a given type of strain 
is measured by the stress which will produce the limiting 
strain of that type. Thus the elastic strength cotTe- 
eponds to the limit of perfect elasticity, the uliimate 
strength to rupture. 

The tenacity is the ultimate strength for elongation, 
A simple longitudinal pull greater than this will prodace 
mpture. 

The following Table, taken in the main from Sir 
William Thomson's article in the ' EncyclopEedia Bri- 
tannica,' and quoted by Ibbetson, will give the values of 
these quantities for a few materials. 
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In the Tablo p is tlie density in grammea to \ 
cubic centimetre. E ia the practical Ikait of elaatl? 
elongation. The valoe of tlie mudulueea m, n, and V are 
given in grammes weight to the sqnare centimetre ; to 
reduce them to dynes to the square centimetre they 
require to be multiplied by 981, the value of g. The 
tenacity, T, is given in the same units, while v, the 
resilience for longitudinal extensions, is in gramme 
centimetres per cubic centimetre, anci also requires mul- 
tiplying by 3 to reduce it to erga per cubic centimetre. 
In the preceding chapter a distinction has been 
drawn between ductile and plastic bodies. Let us now 
consider this a little more closely. Both have complete 
elasticity of volume ; if compressed by uniform pressure 
applied to each point of the surface, they contract, but 
recover their volume when the pressure ia removed. 
Both have, np to a certain limit, elasticity of shape. 
They will recover completely from the action of a 
shearing stress provided that stress be less than a 
certain amount. We will denote this limiting shearing 
stress by 9 and call it the solidity of the body ; if the 
shearing stress exceeds s the plastic body has no 
capacity to resist the excess of stress above 3, and yields 
until, by the yielding, the stress has again been reduced 
to the value 8. When the stress is removed, the distor- 
tion produced by this yielding remains as permanent 
set in the body ; the resilience is the same as if the 
body had only been strained to its natural limits of 
lelaBtioity and that amount of strain alone ia recoverable, 



the values of n and k being unaffected by the strain. 
In a ductile body the quantity s, which njeasures the 
resistance to flow, ia not a constant but increases with 
the flow, so that if a sheariag stress greater than a be 
apphed the body flows, and the flow continues until the 
resistance to flow has risen to ench an amonnt that it 
can balance the distorting stress. Let this new value 
of the resistance be s', then on the next application of a 
shearing stress it will be found that the elastic limit 
has been raised; flow will not begin when the shearing 
stress reaches the value S as previously, but the stress 
can be extended to the value s' without causing it. 

By this process the metal ia ' hardened,' and ' hard- 
ness ' is used to indicate the resistance to flow of ductile 
metals, solidity being applied to plastic bodies. The 
hardness of a ductile body depends on its treatment 
and history, the solidity of a plastic body ia a constant. 
The maximum value of the hardness coincides with the 
ultimate strength of the material uuder shearing stress. 
When the substance is as hard aa possible it is brittle, 
and ruptures immediately it is stiviined beyond its elastic 
limits. It may be softened again by heating under 
proper conditions, and when so softened will have its 
ductility restored. 

Set affects the elastic symmetry of a wire, so that a 
wire or bar which has been subjected to it ia not com- 
pletely isotropic. As an example of the behaviour of a 
ductile metal under elongation, let ns take a piece of soft, 
copper wire, suspended in a vertical '• 
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ing a scale pan, into which varying loads can be pi 
It will be found that probably at first, if it be loadei 
with a given weight, the wire extends, bat does not 
completely recover itself when the weight is removed. 
If, however, the same weight, W, be applied and removed 
several times the residual set disappears, the wire 
reaches ita state of ease, as it has been called by Pro- 
fessor K. Pearson. "When this state has been reached, 
the extension is found always to be proportional to the 
load for weights less than w. By increasing W and 
repeating the process, Hooke's law may be shown to hold 
over considerable limits, and within those limits the 
wire behaves aa a perfectly elastic body; if, however, 
the limit be exceeded, the wire extends suddenly by an 
appreciable amount, and on removing the load it is 
found to be permanently lengthened ; the shearing 
stress applied has been greater than the natural hard- 
ness of the body, and it has yielded ; the process of flow 
has increased the hardness until it balances the shearing 
stress ; flow has ceased and the wire is now an elastic 
solid with ita limits of elasticity considerably increased. 
Moreover, it is found that by this process the value of 
Young's Modulus is not appreciably changed, though the 
bar has probably ceased to be elastically isoti-opic. 

This process can be repeated, and the wire or bar 
considerably extended, until at last the load exceeds the 
limits of tenacity, and the wire is ruptured. In the 
process hardening has gone on to a considerable extent, 
and the hardness has reached its limiting amount. 
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An account of the results attending the extension 
of an iron bar 10 ins. long and | in. in diameter 
is given in * Nature/ vols, xxxi., xxxii., by Professor 
A. B. Kennedy. These are carefully discussed by Mr. W. 
J. Ibbetson in his ' Mathematical Theory of Elasticity ' 
(Appendix IV., on the Elastic Properties of Natural 
Materials), and much of the abovo is taken from his 
discussion. 
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CHAPTER VII 

PROPERTIES OF FLUIDS — FLUID PRESSURE 

A SOLID, we have seen, is distinguished by the property 
of rigidity ; a plastic solid is one which can resist 
shearing stress so long as the stress is less than a 
certain limit, s, which we call the solidity. When s is 
vanishingly small, the substance loses its solid pro- 
perties and becomes a fluid. A fluid can offer no 
permanent resistance to a shearing stress, though it 
may take time for the stress to produce its effect. 
Thus, as we have seen, the force exerted by a fluid on 
any surface with which it is in contact is at right 
angles to that surface. 

Suppose, now, that we have a small plane area 
immersed in a fluid, the fluid presses upon both sides 
of the area, and if we could suppose the fluid removed 
from one side of the area without disturbing the 
equilibrium of the rest, we should have to apply a force 
to balance the fluid pressure on the other side. Let 
this force be P dynes, and suppose the area to contain 
a square centimetres, P is the whole force the fluid 
exerts on the area; p/<r is the average force exerted 
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act unit of the area. This quantity, p/<r, is called 
the average presaare at each point of the area. If we 
suppose the area to be extremely email, then the pressure 
on each little equal element of it will be the same, and 
VJiT is the pressure at the point at which the small area 
ia placed. Thus the pressure at a point in a fluid ia 
the limit of the ratio of the force on a small area im- 
mersed in the fluid and containing the point to the area 
when the area is very Email, or, more simply, it is the 
force on a unit of area immersed in the fluid and 
containing the point, the force being supposed to be 
uniformly distributed over the area. 

We will now show that we may apply the laws of 
statics to the forces which act on any portion of a 
flaid in equilibrium. For suppose we are considering 
any mass of fluid, and let P, Q be two contiguous par- 
ticles in it ; P exerts some action on Q, and q exerts in 
return equal and opposite action on P, Hence, in 
considering the equilibrium of the mass of fluid, we 
may omit the action exerted by P on q because it ia 
balanced by the reaction Q exerts on P. The same is 
true for all such pairs of pnrticlea contained in the 
volume considered. The only forces we have to deal 
with, then, are those which are exerted from without 
on matter within this volume. Such will bo the 
pressure of the surrounding fluid and any forces of 
attraction or repulsion which we may conceive of as 
exerted by matter without the volume on matter within 
Among these forces we have to reckon the weight 
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of the fluid contained in the volnme, and, in most of 
the cases we shall treat of, this will be the only im- 
pressed force considered. Thaa in this case the press ore a 
on the boundary must balance the weight of the fluid 
in the volume. Suppose, then, that we consider the 
fluid in the volume to be solidified without any other 
change taking place, and find by the ordinary laws ol 
atatics the relations which must hold between the flnid 
pressure, which acts on the surface of this solid, and 
the forces applied to it from without in order that 
equilibrium may be maintained, it is clear that these 
Bame relations hold for the fluid. 

In explaining the meaning of fluid proi^sure at a 
point, it will be noticed that nothing is said about the 
direction in which the area immersed in the fluid is to 
be placed, for it follows from the fundamental property 
of a fluid that the pressure is the same in all directions 
about a point, so that, if the small area be placed in a 
horizontal position, the force on it is exactly the same 
as if it were placed verdcally with its centre at the 
same point of the fluid. 

This may be proved as follows : consider a email 
tetrahedron ' in the fluid having all its faces equal 
equilateral triangles, the forces excited by the snr- 
ronnding fluid on its four faces wiU by symmetry be 
equally inclined to each other. These forces will balance 
the weight of the tetrahedron. Now, the weight of 
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' the tetraliedrou is proportional to its volume, the force 
on any face is proportion&l to the area of that face, 
and, if the tetrahedroa be made sufficiently small, the 
volume will be negligibly small when compared with 
the area of one of the faces. Thus the weight may be 
neglected compared with the forces on the four faces ; 
hence these four forces are in equilibrium, and, since 
they are equally inclined to each other, it is necessary 
for equilibrium that they should be equal. Thus the 
forces on the four equal faces are equal when the tetra- 
hedron is sufficiently small ; and, since the faces are 
equal, the pressure at a point is the same for each 
face — that is to say, the pressure is the same for each 
' of the four direftiona corresponding to the faces of the 
tetrahedron. The proposition may be proved in this 
way for all directions round any point. 

Another fundamental property of a fluid is its 

i capacity to transmit pressure equally in all directions, 

\ If by any means the pressure at any point of a fluid Is 

' increased, the pressure at all points is increased by the 

\ aame amount. Thus, take a cylinder with a piston ; 

place in it a portion of a solid which just fits the 

f cylinder loosely, and put weights on the piston. The 

I additional force thus applied to the top of the solid 

I will be by it transmitted to the base ; but unless the 

Bolid expands laterally under this force, so as to fit the 

cylinder more tightly, there will bo no pressure on the 

sides. If the solid be plastic, and the weights added 

, ezce.ed a certain limit, it will give way and excrt aavoft 
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pressure on the sides; if the substance in lie cyliniler 
be a fluid, the force exerted by the weights per unit of 
area on the surface in contact with the piston will be 
transmitted to every other unit of area in the fluid. 
This ia illustrated by Pascal's experiment. Imagine 
closed vessel with a number of openings, into each of 
which a piston is fitted, and snppope all these pistons 
have the same area. Let the vessel be filled with fluid, 
and each piston be held in its place by a suitable force. 
On increasing by any amount the force on one of the 
pistons, it will be found that an exactly equal in- 

Icrement has to be applied to each of the others to 
maintain equilibrium. The increase of pressure on the 
one is transmitted equally to all the others. Or again, 
if the areas of the pistons be different, the additional 
forces required for equilibrium will be proportional to 
__ _ the areas, for the pressure — 

• fT^m that is, tlie force per unit of 

■ jf* V" arear— is equally transmitted, 

I IS I so that the whole force exerted 

H PIU on an area is proportional to 

that area. 

The principle is turned 
to practical effect in the hy- 
drostatic press, which consists 
(fig. 8) of two cylinders of 
very different diameters con- 
Pistons fit into the cylinders, 
On applying force to 




nected at their bases. 
which are filled with fluid. 
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r the smaller piaton tJie pressure at each point i 
fluid is increased. This increase of presanre is 
loitted equally to all poiota of the surface of the 
larger piston j the total force exerted on this will 
thus be equal to the increment of preasure multiplied 
by the area of the large piston, but the iucrcase in 
pressure is equ.il to the fore© applied to the small 
piston divided by its area. Thus, by the action of the 
press the force applied is increased in the ratio of 
the area of the large piston to that of the small. In 
practice, of course, owing to the friction of the pistons 
1 the cylinders, the force obtained fails short of its 
calculated value ; but the nearer we can approach to 
the theoretical considerations implied in the above, 
the more closely the observation and calculation agree. 
Density. — The density of a homogeneous body is 
given by the ratio of its mass to its volume. If the 

■ body is not homogeneous, its density varies from point 
to point. The density at any point is the ratio of the 
mass of a email volume, taken so as to include the 
point, to the volume wlien this is made so small that 
throughout it the body may be treated as homogeneous. 

I Specific Gravity. — The specific gravity of a substance 

IB defined as the ratio of its density to the density of 
some standard substunce such as water; thus, if p' be 
the density of water, p that of the substance, then the 
Bpecific gravity =pjp'. 
The term relative density is sometimes used instead 
of specific gravity. Other definitions of specific gravity 
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which lead to the same result as the above are the ratio 

of the weight of the sabstaoco to the weight of an equal 

volume of water, or the ratio of the mass of the substance 

to the mass of ati equal volume of water ; for, let W, M, 

w', M'be weijfhts and masses respectively of a volume, 

V, of the substance and of water, then we have 

W M 7 M p V p .„ ., 

= — i = — = C — =-i- = specihe gravity 

w' u'g u' p'v p' 

in accordance with the first definition. 

Hence, to find the specific gravity of a body — weigh 
it in air and tlien in water, the ratio of the weight in 
air to the loss of weight in water gives the specific 
gravity referred to water. 

It should be noticed that in all the above cases specific 
gravity is defined as the ratio of two qnautities of the 
same kind. It is therefore a number and does not de- 
pend on the units of measurement. The specific gravity 
of mercury is 13'596 whether we measure in pounds and 
feet or in grammes and centimetres. 

To be quite accurate we should state the tempera- 
ture at which the density of the water is to be taken, 
fortius varies with the temperature and has a maximum 
value, as we shall see, at about 4°C. This, then, is the 
standard temperature to which reference is made. At 
this temperature the mass of a cubic centimetre of water 
is nearly I gramme — more strictly 1-000013 grammes 
— and thus the density of water at 4° C. is 1-000013 
grammes per cubic centimetre, or practically unity ; this 
being the case, the numbers expressing specific gravity 
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P-and density when measured in grammeB per c.c. are 
the same. The specific gravity of mercury ia 13'596, 
ita density is 13'596 grammes per c.c. 

With other unita this relation no longer holda. The 
mass of a cubic foot of water ia approximately 62*4 Iba. j 
leuaity of water is 62-4 lbs. per cubic foot, that 
of mercury is 13-596 x 62-4 or 848-4 lbs. per cubic foot. 

There are many other ways of finding epeciGc 
^ gravity. We will mention one which is applicable to a 
liquid. Weigh a body in air, in water, and in the 
liquid. The loss of weight in water is the weight of a 
volume of water equal to that of the body. The loss of 
weight in the liquid ia the weight of the same volume 
of liquid ; the ratio of these two, then, ia the specific 
gravity of the liquid. 

We may give as another illustration of the action of 
lid pressure the foUowiug, which, with some modifica- 
tions, forma a useful method of comparing the densities of 
two fluids. Bend a piece of glass tube into the shape 
of a U with long vertical legs, each about 50 centimetres 
long, and put water in it until the legs are each about 
half full. Then pour oil or some liquid which does not 
mix with the water into one of the legs. The common 
surface of the oil and water will fall in this leg and the 
water will rise in the other leg, but it will be found 
when all has come to rest that the oil and water do not 
Btand at the same level in the t\¥0 legs. Let ua consider 
the reason of this and on what it is that the relative 
heights of the two depend. 
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Let AD B (fig. 9) be the U-tube, a the common surface 
of oil and water, AE the oil, adb the water. Let 
A D be a horizontal linn tbrouf^h the common surface 
of oil and water. We know that the pressure at a 
point in a given fiuid is the same at 
all points in the same horizontal plane, 
and A and D are both in the water; 
thus the pressure at A is equal to that 
at D, Now, the pressure at A ia eqnal 
to the air pressure at E together with 
the weight of a column of oil of unit 
section and of height A E ; the pressure 
at n ia the air pressure at B together 
with the weight of a column of water 
^ of unit section and of height B D. 

Hence the weight of an oil column of height A E is 
I equal to the weight of a water column of height B D, 
I each column being of unit area in cross section. 

But since the ci-oas sections are the same the 
I volumes of the two columns are proportional to thfiir 
r heights, and since the weights are the same the volumes 
lure inversely proportional to the densities; hence the 
I Jieights of the two columns are inversely proportional to 
li'their densities. Thus, if p, A be the density and height 
I of the oil, p', h' the density and height of the water, we 
have ph = p'k' or pjp' = h' jh : we can thus compare 
the densities by measuring the heights of E and B above 
[ the common surface, A U-tube, similar to the above, 
a for many purposes a very convenient nianometer 



or pressure measnrer ; for, suppose that the lower part 
of the tube contains a fluid, water, say, or mercury, and 
that one eud of the tube, A, say (fig. 10), is connected to 
a reservoir of gaa or steam, the pressure of which it is 
rpqnired to measure. If this pregsore is greater than 
that of the atmosphere, the liquid column will be de- 
pressed in this tube and raised at B iu the other. Let 
a horizontal line through A cut Uie liquid in the second 
tube ate. Then the pressure at c is ^ 
equal to that at A, both being points 
in the same fluid at the same level, 
and the pressure at C exceeds that 
at B by the weight of a column of 
liquid of unit area and of height B C. 
Thus, if /( is the height BC, and lo 
is the weight of unit of volume of the 
liquid, the pressure in the reservoir 
at A exceeds that of the atmosphere 
by 10 h units of weight, thus the pres- 
sure is often conveniently measured by the height of the 
^fioluma of some given liquid which it will support. 
Hi If the pressure in the reservoir is less than that of 
' the atmosphere the end A rises and B falls ; this is 
the case with the barometer ; for, suppose all the pres- 
sure is removed from the end a, then the height of 
the column ab ineasures the pressure on the end B, 
^that is in this case the atmospheric preasure, 

A barometer or instrument for measurin|f *' 
^ Bnre of the air may take various f- 




Fig. 10 
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the one in whicli standard barometers are usually 
constrncted. A glass tnbe, about 34 inches long, 
closed at one end, ia filled with clean dry mercury ; the 
open end ia then temporarily closed with the thumb or 
otherwise, and the tube ia inverted in a cistern of 
mercury, care being taken to prevent the ingress of air. 
On again opening the lower end, and holding tbe tuba 
vertical, the mercury falls somewhat in tha 
tube and remains at a height of about 
30 inches, or 760 millimetres above tha 
mercury in the reservoir. The space above 
the mercury in the tube contains no air. 
The only substance there, if the instrument 
ia well made, is mercury vapour, and this 
exerts on the top of the column an ex- 
tremely small pressure. The pressure of 
the atmosphere acting on the free surface 
of the liquid in the reservoir is transmitted 
by it to tha mercury in the tube and 

Ij' J balances it. Thus the atmospheric pressure 
H is measured by the weight of a column of 
H mercury of unit cross section, and of height 
equal to that of the barometer. A simple 
experiment will prove that it ia the atmo- 
spheric pressare which balances this column, for fit up 
a barometer with its cistern in the receiver of an air 
pump ; on working the pump and exhausting the re- 
ceiver the column falls, while on readmitting the air to 
the receiver it rises again. 
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If we measure the height of the colama we can 
calculate the pressure exerted by the air; tor suppose 
the columa be 76 centimetres high, then sioce 1 c.c. of 
mercury weighs 13'596 grammes, a column of mercury 
1 square centimetre in area and 76 centimetres high, 
weighs 76 x 13'596, or about 1033 grammes. Thna, 
when the barometer is at this height the air presses on 
every square centimetre with which it is ic contact with 
a force equal to the weight of 1033 grammeSj that is 
rather over a kilogramme. 

Or again, since the weight of one gramme contains 
981 dynes, the pressure of the air per square centi- 
metre is 981 X 1033 or 1,013,373 dynes. This i3 
rather greater than a megndyne.' If we had been 
measuring in pounds and inches we might have shown 
that the pressare of the air was about 14-7 lbs. weight 
per square inch, that ia a column of mercury 1 square 
inch in section and 30 inches high weighs 14-7 pounds. 
If the bai'ometer had been made of some other liquid 
than mercury, its height would have been mnch greater, 
for mercury is much denser than any other liquid, and 
therefore, to balance a given pressure, a less column is 
required. Thus, since the specitic gravity of mercury 
referred to water is 13-596, the height of a barometer 
column of water would be about 76 x 13-596, or 1,033 
centimetres. The pressure which the air thus exerts 
is due to its weight, and so this 1033 grammes weight 



I It will be remembered that the pTeSi nega Btands lor one 
million. AmegaJjne = oae milliua djnu. 
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pigives us the weight of a cot umn of air one square ceut!<a 
metre in section extending fi'oni the surface of the 
earth to the npper surface of the air. If we could sup- 
pose that the density of the air did not change as we 
ascended, we might calculate the height of the atmo- 
Bphere, for we know that the mass of 1 cubic centimetre 
of air at the surface of the earth with the barometer at 
760 and the thermometer at freezing-point is ■001293 
grammes, and since the mass of the column of air in 
question is 1033 grammes, its height, if of uniform 
density, would be 710,000 centimetres or 7-1 kilometres. 
Thisia sometimes called the height of the homogeneous 
atmosphere. The height to which the air extenda is in 
reality far gi-eater than this, for the density of the air 
is not uniform but decreases as we ascend. The 
density of the air ia found by weighing a glass globe of 
known volume, which can be exhausted of air, first 
when full, and secondly when empty, Trom these 
observations the mass of air whicli fills the globe is 
found and then the I'atio of this mass to the volum.e 
gives the density. 

If a barometer be carried up a mountain, the mer- 
cury falls, showing that there is less pressure on the 
fluid in the reservoir. The mass of air above the 
barometer gets less as we ascend, and hence the weight 
which balances the mercury column gets less also and 
the column falls. We can obtain a formula giving a 
relation between this difference in the barometer read- 
j and the difference in level of the two Btatious t 
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which observations are taken. Thus, observations of the 
height of the barometer at the top and bottom of a moun- 
tain may be used to find the height of the raoiintain. 
If we suppose that the difference in level in bo small 
that we may neglect variations in the value of g, and 
call p and p the pressure and density of the air at the 
lower station, k the barometric height there, and /t'that 
at the npper station ; then, assuming the temperature 
to be the same at the two points of observation, we can 
show that the difference in level is equal to 
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CHAPTER vrn 

rnOPERTIES OF FLDIDS — VISCOSITT, COHESION, 
CAPILLARITY, COMPBESSIBILrry 

In the chapter on solid bodies we have considered at some 
length the elastic properties of such bodies, and when 
distingniahing between Bolida and fluids a preliminary 
explanation of the term viscosity was given, We must 
now investigate more closely this and some other pro- 
pertiea of fluids. The fundamental property of a fluid 
ia that, when at rest, it can only exert normal pressure 
on any surface with which it may be in contact, Thia 
proposition ia also nearly true for many fluids, even 
though they bs in motion, and most of the science of 
hydrodynamics is concerned with an ideal perfect fluid 
for which it holds always. But with any actual fluid 
the proposition is only approximately true ; if we Btir 
the water in a tumbler with a spoon, ttina caueing it to 
rotate, and then remove the spoon, the water continnea 
to rotate for a little time, and then comes to rest. Now, 
if there wore only normal pressure exerted by the 
the water this would not happen ; the water 
would rotate continuously instead of gradually stopping. 
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Again, suppose a sphere be suspended in a fluid by a. 
vertical wire, and then caused to OBcillat.e by twisting 
the wire, the sphere will come to rest in time owing to 
the frictional force which is brought into play between 
it and the fluid. It is found that a certain aniouut of 
force is required to shear a fluid, but the force does not 
depend on the amount of shear, aa in a solid, but on 
the rate at which the shear is produced ; if aufliciently 
long time be allowed for the process the very smallest 
force will suffice. 

Thus, consider a fluid flowing along a canal, and 
take two plane horizontal sections, A B, c D (fig. 12), at 
distance a apart ; let the velocity 

of the fluid along ab be r,, and > 

along CD be r, ; the fluid beyond 

these two sections exerts normal ^ 

pressure on the fluid within the 
portion A B, CD. But besides this 

there is a tangential force due to the viscosity exerted 
parallel to the planes ; the amount of this force is found 
to be proportional to (Vi—v^ja, when the two sections 
are sufficiently close together and the difference between 
V, and v^ not too large. If the tangential traction per 
unit of area of either section be k(y^—v^la, then k ia 
caUed the coefficient of viscosity. 

If r,, I'j had stood for the displacements of the par- 
ticles in the planes A B, C D in the direction of these lines, 
then (U| — ii,)/a would measure the shearing strain, and 
since velocity is rate of displacement we see that (W[ —v,)lc 



K 



LAWS AND PEOPBRTIES OF lUTOCa 

measures the rate at which shearing strain is being p 
duced ; thus the force arising from viscosity is propor- 
tional to the rate at which shearing strain is being 
prodncpd ; and the coefficient of viscosity is measured 
by the ratio of the tangential stress per unit of surface 
to therate of shear. The viscosity of water is very small, 
being at 0°C. equal to -018. Thus, if we take two 
planes at a distance of 1 centimetre apart, with water 
between them, and sappose that the water is at rest 
over the one plane, and moving with a velocity of 1 
centimetre per second over the other, there will be a 
tangential pull of 'OlS dynes on each square centimetre of 
either plane. It seems probable, as the result of experi- 
ment, that when water la flowing past a solid, the film of 
water in contact with the solid is at rest relatively to it; 
if the solid be at rest so is the water film ; if the solid bs 
moving the water film ia moving at the same rate. If, 
then, we take the case of a solid at rest, with water 
streaming pnst it, it ia clear that on moving outwards 
from the solid into the striam, there is a very rapid 
change in the velocity parallel to the solid ; and as the 
force due to viscosity depends on this change, near 
the solid the force is considerable, but since the 
coefficient of viscosity ia small the force is small in 
other parts of the fluid, where the change ol velocity 
in directions at right angles to that of the flow is 
small. Thus, for a substance such as water, the effects 
of viscosity are small except near the surfaces of solids 
the fluid. Ileuce, if we Lave water flowing through 
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*« pipe or tnbe, it ia only when the tabe becomea Email 
tJiat the flow is much affected by the TiBcosity. The 
mathematical investigation shows that the quantity 
which flows through a tube of circular cross section of 
given length with a given difference of pressure between 
the ends is proportional to the fourth power of the 
radias ; this result has been verified by the experiments 
of Poieeuille, and it is from these experiments that we 
infer that the fllm of fluid in contact with the walls of 
the tube is at rest. Some experiments of Ilelmholtz 
and Pietrowaki lead to conclusions opposed to this, hut 
a recent repetition of these experiments at the Cavendish 
Laboratory would seem to show that their results must 
have some other explanation. We can obtain a value 
for the coefficient of viscosity by measuring the flow 
through a tube of known radius and length when under 
known pressure ; for, if j) be the diiFerence of pressure 
between the ends, I the length, and r the radius of the 
tube, it can be shoivn that the quantity which traverses 
any section of the tube per unit of time is given by 
■Trp j'^/S I k, where k is the coefficient of viscosity. This 
quantity of fluid cau be measured, and also the values 
of j>, r, and I, and then the above formula gives the 

I Tiscoaity. 

system be suspended by a vertical wire and 

I den made to oscillate about the axis of the wire, the 

1 oscillations gradually decrease in amplitude. This 
due partly to internal fr' " *he 

[ wire, partly to the viscosity of the t ' 
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I arranging tlie apparatus, measarementB of the rate of 
decay of the oscillationa can be made to give us a de- 
termination of the internal friction, or of the viscosity 
of the air or other 
fluid surrounding the 
Bystera. Esperimenta 
of this nature on the 
viscosity of air were 
made by Maxwell. 
HisoBcillating system , 
Bhown in fig. 13, con- 
eisted of a number of 
parallel glass plates. 
These were suspended, 
with their planes hori- 
zontal, by a vertical 
steel wire. Between 
each pair of moving 
plates there was a 
fixed plate, the wire 
to which the moving 
plates were attached 
passing freely through 
holes in the fixed 
plates. The radii of 
the plates were i 




Isiderable, and the distance between the plates small in 
comparison. If we consider the layer of air between 
two plates, an upper one moving, £oy, and a 



fixed, the upper surface of the liiyer 13 attached to the 
oscillating plate and moves with it ; the lower sur- 
face is fixed to the fixed plate. There ia thus con- 
siderable difierenco in velocity between the upper and 
lower surfaces of the layer, which are themselves not 
far apart, and thus the etfecta of viscosity are large, 
and become measurable. The whole of this apparatus 
was contained in a large glass receiver, from which the 
air could be exhausted, and the connection between 
the viscosity and the density determined. Maxwell 
showed that the viccosity of a given gas ia independent 
of the density, but increases with the temperature.' 
For air at the freezing-point Maxwell gives the value 
0'001878 for the coefficient of viscosity. It is probable, 
however, that thia value ie too large.* Mr. H. Tom 1 in son 
gives as the result of his experiments that at a 
temperature of i° Centigrade the coefficient of viscosity 
of air is 

0-0017]55(l + -0027510, 

and this is in close agreement with the values found 
by Mayer, Puluj, Obormayer, and others. In Mr, 
Tomlinson's experiments the oscillating system con- 
sisted of two cylinders, or two spheres, rigidly saspended 
from a light horizontal bar ; this was supported by a 

' Mora recent esporiments, apecially those of Holmaa with the 
temperatuTe (PAii. Mag. vol, xii.), havu shown that the rate of 
increase is not quite so large as Ibat given by Maxwell. 

' Thn error in Maiwell's result seems probably to be due to 
error of calculation, through which b wrong value bat been naed '"■ 
the area of the platea. 
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wire of well annealed copper, great care being taken 
, to secure freedom from draughts and nniformity of 
' temperature. The rate of decay was observed as in 
Maswell'a experiments. 

The result that the viscosity is independent of the 
density has an important theoretical bearing. It will 
be noticed that the viscosity of a gas increases as the 
temperature rises ; that of a liquid, on the other hand, 
falls. Thus for water, according to Poiseuille, at a 
temperature of t° C, 

it = -0177D3(l --omit), 

while Professor Osborne Reynolds has found that for 
olive oil 



Professor Reynolds has also pointed out that the as- 
Bumed law of resistance for a viscous fluid, viz. that the 
resistance is proportional to the rate of shear, is only 
to be justified by actual experiment — by showing, that 
is, that we do get a constant ratio between the stress 
and the rate of shear in a viscous fluid for very different 
rates. This is found to hold so long as there are no 
fiinuosities or eddies in the motion. Such sinuosities 
are formed even in channels with exactly parallel walls, 
according to the experiments of Profebsor Reynolds, 
when the velocity of flow exceeds a certain value, de- 
pending on the nature of the fluid and on the size of the 
[ channel. When they are formed the law of resisfance 



cliangea, becoming approximately proportional to the 
square of the velocity instead of the velocity. 

When two portions of matter come into close and 
intimate contact, certain forces between them are 
brought into action which are insensible even when 
the particles are separated by very minute distances 
indeed.' Portions of the same subyt.iuica are said to 
cohere, and the forces called into play are said to be 
forces of cohesion. If two diil'erent substances are 
brought close together so as to stick, they are said 
to adhere, and the forces between them are those of 
adliesion. 

Substances, solid and fluid, hold together in con- 
sequence of these forces of cohesion between their 
molecules. Consider now a parlicle of a fluid well 
within the substance of the fluid ; it is snrrounded on 
all sides by other particles, each exercising its attractive 
force on it, and these various forces balance among them- 
selves; also, since the forces of cohesion are only sensible 
at very small distances, thia balance holds almost up 
to the boundary of the fluid. Let us snpposa there 
is a limiting distance for each particle at which the 
molecular force in question ceases to be sensible, and let 
ns draw round the particle, as centre, a sphere with thia 
distance as radms. Then, ao far as this molecular action 
IB concerned, the particles outside the sphere do not 

' Quincke hsa foimd that these forces cease to be sonaible if 
the dUtanoe exceed aboat the twenty-thausaodth part of a railli- 
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influcDce the central particle, and therefore thia equili- 
brium balance of the forces holds so long as all parts 
of the sphere are within the body of the liquid — that is, 
since the radius of the sphere is very small, for all par- 
ticles except those in a very thin skin close np to the 
surface. But now take a particle so close to the surface 
that its sphere cuts the surface. Then it is clear that 
there will be a resultant force on the particle, and we 
can show that this resultant force acts normally to the 
surface. The effect of this resultant force in cases 
I in which it acts towards the fluid, as it will if the force 
^ between the molecules is attractive, is to increase the 
pressure at all points within the fluid, and the pressure 
at any point just withiu the fluid will depend in part 
on the form of the surface in the neighbourhood of that 
poitit. Thus, in consequence of this, the fluid particles 
possess more energy when near the surface of the fluid 
than when in the interior; bnt this increase of energy 
exists for only a very thin skin of the fluid. Now wa 
have seen that in all cases the potential energy of a 
material system tends to become as small as it can 
consistently with the other conditions. But the par- 
ticles near tlie surface will lose energy if they get into 
the interior, and tbe excess of energy due to the super- 
ficial particles will depend on the amount of surface. 
If, then, the amount of surface can be reduced, other 
things remaining equal, the energy of the system will 
be reduced, and, since in virtue of the general law the 
potential energy tends towards a minimum, the system 
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TTiIl endeavour to set itself so that the fiorface ia aa 
small as possible. This t^'ndency may, of course, bo 
opposed by gravity or other forces acting on the liquid, 
and the form actually assumed will be that in which 
the whole energy is a minimum. We can show readily 
that the surface of a sphere is less than that of any 
other solid figure having the same volume, Heuce, if 
we could destroy the effect of gravity, a drop of water 
or mercury would take the form of a sphere. If we 
place a very email drop of mercury on a flat clean 
sheet of glass, it is nearly spherical in shape. Now 
it possesses potential energy, partly because some par- 
ticles are higher than they need be, — we can conceive 
of the drop being all flattened down into close contact 
with the glass, — partly because of its surface. The 
flattening process would decrease the potential enei'gy 
due to gravity, and therefore gravity tends to flatten 
the drop. But this same process would increase the 
and thus increase the superficial potential 
energy. The form assumed is the one in which the 
whole energy is as small as possible. 

The effects of this superficial energy are shown most 
strikingly perhaps when the surface of the fluid is very 
npared with its volume, e.g. when the fluid is 
drawn out into a thin film. Thus, to maintain a soap 
bubble it ia necessary that the pressure of the air within 
the bubble should be greater than that outside. If a 
bubble be blown in the ordinary way from a tobacco 
pipe, on withdrawing the pipe from the mouth the 
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bubble contracts, and the air it contains is expelled. 
In a thin film such as a soap bubble the number of 
particles which are in proximity to the surface bears a 
much larger proportion to the whole number in the film 
than is the case when the bubble contracts to a drop of 
soapy water, and thus the superficial energy is much 
greater in the bubble form than when the whole is a 
drop. Work has to be done to make the bubble, and 
this work is stored up in the superficial energy. The 
film behaves as if it were a stretched elastic membrane. 
If we think of any line traced on the bubble, it is as 
if the two portions of the film on either side of this line 
were pulling at each other with a certain tension. A 
simple experiment will illustrate this, and will give us 
the relation between this surface tension and the 
superficial energy. 

Let A B c D be a piece of clean wire bent so as to 
form three sides of a rectangle, and let A D be a loose 

jDiece forming the fourth 
side. Hold AD in position, 
as in the figure, and make a 
soap film over the rectangle. 
On releasing ad it will be 
^^^- ^^ drawn up to B C. The film 

contracts, thus drawing the two together ; now let T be 
the tension on each unit of length of A D, and let E be 
the energy of each unit of area of the film. Let A D =: 
a and A B = ?^. The area of the film i^ ah square centi- 
metres, and its surface energy is E a Z^. The force on A D 




13 Ta, and the work done by this force in drawing ad 
to B c is therefore T a x 6. But this work has been 
done at the expense of the aurface energy, and therefore 
Tab = Eai or T = E. That is, the tenaion per unit of 
length is equal to the surface energy per unit of area. 

The value of T has been measured by various 
methods, and we shall have more to Bay on this point. 
One way in which it might theoretically be done, 
thongh in practice it would be difficult to carry it ont, 
would be by determining what was the greatest weight 
that could be supported from aO. Let this weight be 
W,thenT» = wor T = w/a. It was found by Plateau 
that the surface energy of a soap film was about 55 erga 
per square centimetre. According to this, since the 
film has two surfaces, the tension of each aui-faoe of the 
Boapy water is 27-5 dynes per centimetre. 

Quincke has shown that for pare water in contact 
with air the value of the surface tension is about 75 

I dynes per linear centimetre. 

' The above all turns on the supposition that the 
fluid particles have more energy when near the aurface 
than when in the interior. This need not be the case. 
It is quite possible that the reverse should hold, and then 
the fluid sets itself to expose as great a surface as possi- 
ble. Thus, the surface energy of oil in contact with either 
air or water is very small, the sum of the two, viz. 
for oil aud air, oil and water respectively, being lesa 
than that for air and water. If, then, a drop of oil bo 
placed on water, we have three surfaces to consider, viz. 
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Bir and water, air and oU, oil and water. As tlie oil 
spreads over the water, the area of the first surface is 
lessened, that of the other two is increased, but by the 
apreading the whole anrfoce energy is decreased, for 
the decrease of the air and water energy is greater than 
the increase of the other two ; hence the oil does con- 
tinue to spread out over the water, becoming thinner and 
thinner, till it at lost contains so few molecules in its 
thickness that it ceases to have the properties of a liquid 
in mass. A similar result happens when a drop of water 
is placed on a clean glass plate. We have in this case 
three surfaces, air and glass, air and water, and water 
and glass. The superficial energy of the air and glass 
surface is greater than that of the other two ; hence 
the total energy is decreased if the water spreads 
over the plate, and this accordingly happens. But in 
some cases a drop of one fluid may be seen floating on 
the 8urfj,ce of another. Let us inquire what it is which 
the form of the 




drop, and the angles be- 
tween the three surfaces. 
Take a point (fig. 15) 
on the carve in which the 
substances a, 6, c meet, 
and let OA, OB, oc be the 
three surfaces. Then along each of theee surfaces there 
is a tension ; thus the point O is acted on by three forces, 
T^ Tj, T^, along these three lines, and these forces are 
in equilibrium ; but it is known in this case, that 
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-if a triangle be drawn, having its sides parallel to 
the forces, tha forces are represented by the sidea. 
If, then, we know the values of the three tensions, and 
take a Ueo ef parallel to OA, and equal to T^, and on this 
line as base describe a triangle DeF, such that its 
sidea Fcand de are eqnal to Tj, T^; then the form of tha 
drop will be such that the lines OB, ocare parallel to FD 
and D E respectively. Thig condition, then, determines 
the angle between the two surfaces of the drop. If the 
values of T^,, T^, and T^ be such that the triangle cannot 
be constructed, the drop cannot be formed. In the case 
of oil on water, if we take a. as tho oil, h as the air, and 
c as the water, then since Tj + T^ is less than T„, we 
cannot dnscribe the triangle, and the drop cannot be 
formed. The same ia the case with water on the clean 
glass. In both these cases the angle between the two 
surfaces of the film vanishes; the water is said to wet the 
glass; if a little mercury, on the other hand, be placed 
on a clean glats, it will contract to a drop, and the 
mercuiy surface will make a deSoite angle of contact with 
the glass ; various observers have measured the value of 
this angle. Again, suppose we have a film of water on 
a level piece of glass, and allow a drop of alcohol to fall 
on the centre of the water film, it wil! be found that the 
water at once flows away from the centre in all direc- 
tions ; where it has been brought into contact with the 
alcohol the tension ia much reduced, and the greater 
tension of the exterior portions produces thia apparent 
rupture. The same phenomenon accounts for themotiona 
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of small bits of camphor floating on water ; the camphor 
dissolves in the water, thus reducing the surface tension, 
and then the difference in tension sets up motion in 
the water film which draws the camphor with it. 

Again, if a clean piece of glass be dipped in water 
the surface of the water does not remain horizontal but 
rises, as at the point A in figure 16, where it comes in 
contact with the glass. The water wets the glass and 
tends to cover it completely, for by this the superficial 
energy is decreased, but in so doing it is raised itself 
I above its former level, and 

this process increases its po- 
tential energy due to gravi- 
tation ; so long as the de- 
crease is greater than the 
increase the water will rise ; 
the height it will reach will 
be determined by making 
the whole energy a minimum. 
Suppose that A B is the curved surface of the water, 
B being the point where it becomes horizontal. Let B c 
be a horizontal line and consider the forces acting on 
the raised portion of the water ; the total force will of 
course depend on the length of glass which is immersed. 
Let us deal with a part of unit length at A. The water 
surface is vertical, and thus the surface tension, T, acts 
vertically, pulling the water up. At B, on the other 
hand, the tension is horizontal. In addition to these 
tensions the water is acted on by its weight and by the 




Fig. 16 



PROPERTIES OV FLTm>&— CAPHXAHITT 



127 



I 



horizontal presaurea on the surface AC. Let m grammes 
be the mass of water raised per unit of length of tke 
immersed surface. Then the weight raised is mg 
dynes, and thus T = mg dynes per centimetre; the 
value of m depends on the form of a b, and this can be 
calculated from a knowledge of the air pressure though 
it is beyond our limits to attempt it. 

Suppose now we have a second plato and we 
immerae it parallel to the first. The same weight of water 
will he raised by it so that the total weight raised will 
be 2 T dynes per centimetre of 
length immersed and will remain 
the same whatever be the distance 
between the plates. AVhen the 
plates are some distance apart 
a portion, bb' (fig. 17), of the 
water surface between them will 
be horizontal and at the same 

level as originally, hut if the plates be moved up to- 
gether, so that, if the surfaces A B, and a' ^ remained 
unaltered, B would come to the right of B' ; then clearly 
in order that the sum of the volumes ABC, a' b' c' 
may remain unaltered A and a' will have to be raised. 
When the plates aie brought still closer together the 
volume of the curved part at the tap will be small 
compared with the whole volume raised, and if d be 
the distance between the plates, and h the height of A 
or a' above the undisturlwd surface, then the volume 
per unit of length of immersed surCu.ce \s.lv.i-. 





and if p be tlie density of the liquid, the mass raised ia 
kdp, thus T = hdp g. 

The surface tension T can be calculated by measur- 
ing k and d. If the two vertical plates be not parallel 
but inclined to each other at a small angle, then the 
height to which the water rises will be diflerent at 
different points and the line of contact of the water and 
glass will be carved. LetOACB(fig. 18) be one of the 
plateSj and suppose that it is in contact with the other 
along the vertical line o a. 
Let p be any point on the 
water surface, and let pn be 
vertical and meet in S tbe 
undisturbed surface, and pm 
horizontal meeting OA in M; 
then there is between the 
plates a sort of wedge of 
water, and the distance between the plates increases 
uniformly as we go along o B, being, at any point such 
as N, proportional to o N. Now the height to which the 
water is raised is inversely proportional to this distance. 
Hence p H is inversely proportionu! to o K, or the area 
p N M is the same for all positions of p on the surface. 
A curve which has this property is called an hyperbola ; 
thus the form of the curve of contact in this case ia an 
hyperbola. 

Tbe bodies which are immersed in the liquid need 
not, of course, be plane, and the effecta are shown 
markedly by glass tubes of narrow bore. Let r be the 
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k^iua of such a tube placed vertically ia a Uqnid which 
wets it, and let h be the height which the water rUes in 
the tube. Then this column of water is supported by 
the tension actiug along the curve in which its upper 
surface meets the tube, and this tension acta vertically ; 
the length of the curve, since it is a circle of radius r, 
ia 2 TT r, so that the whole vertical force ia T x 2 tt r. 
The water raised ia a cylinder of height h and radius r ; 
thus its volume, neglecting the curvature of the upper 
surface, is ■n-r^h. Hence the weight of liquid raised is 
IT r' hpg dynes. Thua 2 w r T = irr'^hpg. 

,-,T = ^rA/jpdynes per centimetre; or, putting the 
result in another form, h = ■ ■ 

In the first form the result can be used to calculate 
T. We see also that the height to which a given fluid can 
rise is inversely proportional to the radius of the tube. 
The smaller the tube, the greater the rise : thua these 
effects are most marked in tubes of small bore. Such 
are known as capillary tubes, from ' capillus,' a hair — 
and the various phenomena we have been discussing are 
classed together 'aa phenomena of capillarity. 

If the liquid does not wet the tube or the plate, its 
surface, where it is in contact with the plate, will not be 
vertical, and the surface tension will act in a direction 
inclined to the vertical at a definite angle. We shall 
h Lve then to deal with the vertical comp;)nent of the ten- 
sion instead of the tension itself. If the angle between 
tlie surface of the liquid and the upper portion of the 
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d solid be less than a right angle the liquid will 
be depressed by the contact and the surface tension will 
hold it down. The surface of the liquid will be convex 
to the air and the pressure inside will be rather greater 
than that outside ; in the cases hitherto dealt with the 
reverse ib the case — the liquid is concave to the air and 
the tension reduces the pressure. Mercury in contact 
with glass is an example of the latter case. The form 
of the surface when a giaaa plate, A a, is immersed in 
I mercurj- is as shown in fig, 

^ ITrl ^^' ^^''^ '^ ^ narrow tube, 

c D, be dipped into mereury 
the mercury is depressed aa 
in the figure. In the case 

j_ _ of fig. 19 an upward thrust 

rzjtZrr is exerted on the glass plate 
:^^^ ^^^^^ by the .capillary action. 

piff la This upward thrust may 

sometimes be sufficient to 
retain, supported on the water, a body which would 
sink if it were, once totally immersed beneath the sur- 
face. Thus a needle, which of course sinks in water, 
may be made to float. The water does not wet t 
steel and so a depression is produced in the surf 
Various forms of insects can move over the surf 
of water, being supported by the same action. 

Again, if small bits of cork or other light materii 
which is wetted by water, be floating in water ir 
it will be noticed that wheu tiiey approach withia ^ 



Bmall distance of each otlier, or of the sides of the veaael, 
provided it be not filled to the brim, they rush together 
or to the aide of the vessel in the two cases respectively ; 
this is also due to capillarity ; for, consider two parallel 
plates in a fluid which wets them— the water is, as we 
have seen, raised between the plates, and the pressure at 
any point in this raised part of the fluid is less than the 
atmospheric pressure ; for the pressure at all points at 
the same level is the same ; thus, if (j (fig, 20) be a 
point between the plates at the same level as the tia-J 
distnrbed surface of Ihe fluid, the 
pressure at Q is the atmo'ipheric 
pressure, and if P be a point in the 
raised portion, ata higher level, that 
is, than Q, the pressure at p is less 
than that at Q. Thus, a point on one 
side of the plate is acted on by a 
pressure less than that due to the ^j^ g^ 

atmosphere, while a corresponding 
point at the same level on the other side is exposed 
to the atmospheric pressure ; there will thus be a force 
on each plate tending to draw it closer to the other ; 
this force will, of course, only come into play when the 
plates are so close together that the liqnid between 
them is raised, and will increase as the plates approach. 
The small pieces of cork or other substance wetted by 
the fluid are acted on just as the plates here described; 
if on the other hand the plates were not wetted by the 
[nid, but were placed 'r so »= *" cause a 
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depression instead of an elevation, there would tlien 
he a force tending to Bepiiriite them. 

The difference between the pressure in the flnid and 
the pressure just outside the surface depends on the 
cwvature of the surface film, being greatest when the 
curvature ia greatest. When two plates are very close 
together, the free surface of water between them is very 
much curved, and the pressure inside is very email 
compared with that outside. Hence, if a drop of water 
he placed between two plates which are close together, 
there is only a small pressure acting on the glass in con- 
tact with the water, while on the opposite of the glass 
there is the full atmospheric pressure ; hence the two 
plates of glass adhere with considerable force. 

One or two methods for determining the value of 
the surface tension have been mentioned already ; we 
will, in conclusion, Just refer to two others. The 
principles on which the form of a drop of mercury rest- 
ing on a glass surface can be calculated have been ex- 
plained. Measurements of the shape actually assumed 
by such a drop can be applied to calculate the surface 
tension. This has been done for water, mercury, and 
other liquids by Quincke. When a piece of clean glass 
or of thin platinum foil is suspended in water or some 
other liquid which wets it, the water ia raised by the 
surface tension, and of coui-se the glass or foil is pulled 
down with an equal force. By suspending the foil 
from one arm of a delicate balance, and determining the 
apparent increase of weight thus caused, the total down- 
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■ ♦urd pull ia obtained, and from this tHe sarfaee tension 
can be calculated. 

While all fluids differ from solida in offering no 
permanent rehiatance to stresses tending to change 
their form, a liquid has considerable elasticity of 
volume, and the application of great stress is neces- 
sary to produce even a very small change in volume. 
The quantity k defined on p. 80, that ia, the ratio of 
the pressure required to produce a given cubical con- 
traction to the contraction produced, ia very large; 
in a gas this quantity depends upon the pressure and 
is comparable with it. Experiments have been made 
on the compressibility of liquids, but they are diffi- 
cult to conduct, for, in order to allow for the changes 
of volume of the containing vessel produced by the 
pressure it ia necessary to know the elastic constants 
of the actual material of which it is composed ; and 
these cannot usually be obtained with great exactness. 
Some form of piezometer is employed for the purpose; 
in Oersted's apparatus there is a glass bulb with a narrow 
vertical tnbe attached. The bulb and part of the tube 
are filled with the liquid to be esperimented on (say 
water), the bulb is placed uppermost with the open 

I end of the tube dipping into a vessel of mercury. 

J'ThiB mercury fills the part of the tube which is nob 
occupied by the water. The whole is placed in a 
strong closed glass vessel so aa to be visible and the 
vessel is filled with water; a force pump is attached to 
this receiver, also a gauge for measuring the 
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the mercury serves merely to keep the water in tlio 
bulb separate from that in Hxe receiver and to traaamit 
the pressure produced by the pump to the contents of 
the former ; the volumes of the bulb and of a given 
length of the tube are known. On increasing the 
pressure by the pump the mercury is seen to rise in the 
tube; if it were true that the volume of the interior of 
the bulb were not altered by the pressure applied to the 
two surfaces of the glass, then the decrease in volume 
of the water produced by the pressure could be calcu- 
lated from this rise of the mercury, but as a fact the 
effect of the pressure on the bulb is to cause it also to 
contract, aud the observed decrease in volume of the 
water is the difference between the actual decrease and 
the decrease in the volume of the bulb. Now this decrease 
is just the same as that of a solid sphere of glaas of the 
same siae as the interior of the bulb and to which the 
same pressure is applied, for we may consider the 
sphere as a sort of vault made up of a large number of 
similar cubical bricks, and we have seen that where 
hydrostatic pressure is applied to such a cube, it con- 
tracts to a smaller size but remains similar in shape to 
itself; thus the sphere when compressed is made up 
of the same number of similar bricks as before, but each 
brick has been reduced in size and the whole vault is 
thus reduced in size by a proportionate amount. Thus, 
to determine the compressibility of water from these 
experiments, we require to know that of the material of 
the vessel. Variona endeavours have been made to 



avoid this difficulty, but their aucccss haa not been 
great, for they depend on conditions being satisfied as 
to the shape and tbicltnesa of the balbs, and as to 
the uniform nature of the material in order that tlie 
theory necessary to deduce the required results may be 
applied, while in practice these conditions are almost 
unrealizable. 

Since the volume of a fluid varies with the tem- 
pijrature, in experiments on the compressibility of fluids 
care has to be taken to keep the temperature constant. 

The compressibility of water decreases at first as 
the temperatare rises, according to the recent experi- 
ments of Pagliani and Vincent.ini, and reaches its 
minimum value at about 63° C. 

The following table is quoted by Tait (' Properties 
of Matter,' p. 189) from Cailletet's resulta. These have 
been corrected for the compression of glass by the use 
of Regniiult's value, viz. -00000184 per atmosphere. 
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Taking, then, the average compressibility of water to 
beat 10° approximately -6 x 10"-* per atmosphere, and 
remembering that a, pressure of an atmosphere is roughlj 
B megadyne or 10' dynes per square centimetre, we find 
[that tJie compressib''' lO"'" ""rl the value 
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of A;, the modulus of compression, is the reciprocal of this, 
or 2 X 10*^ dynes per square centimetre. Under this 
pressure the density of water would be doubled ; the 
pressure is equivalent to about 20,000 atmospheres. 
Tait ^ has also found that the relative compressibility of 
sea water to pure water is '925. 

The value of the modulus for mercury at 15° is 
about 56 X 10*^ dynes per square centimetre, or about 
twenty-seven times as great as that of water. 

* Many other detsdls as to the results of other experimenters^ 
work are given by Tait, Proj}ertie* qf Matter^ chap. z. 



CHAPTER IX 

OASES— THE GASeOL'S LAWS 

A GAS, we tave seen, differs from a liquid in that it is 
very easily compressed, and that, if the pressure be suffi- 
ciently reduced, it ia capable of indefinite expansion. 
A rise of temperature causaa it to expand in volume, or 
if thia expansion be prevented the pressure is increased. 
At ordinary pressures the density of gases ia very small 
compared with that of water. Thus the mass of a litre 
of air at atmospheric pressure and a temperature of 
0° C, ia about 129 grammes, that of a litre of water ia 
1,000 grammes. Hence water is about 800 times as 
dense as air at this pressure and temperature. 

The general relation between the preaanre and 
volume of a gas at constant temperature was first stated 
in his ' Defence of the Doctrine touching the Spring 
and Weight of the Air,' published in 1663, by the Hon. 
Robert Boyle, one of the original members of the Eoyal 
Society of London. He showed that within the limits 
of accuracy allowed by his apparatus, the pressure 
of a given masa of gas at constant temperature is in- 
versely proportional to its volume; thus, by doubling 



' tlie pressure, the volume is halved; and conversely, if tha 

volume be doubled the pressure ie halved ; or, to put it in 

Bymbols, if y be t.he pressure of a given moss of gas at 

constant temperature and v ita volume, tben^v is a 

y' constant. 

Since the volume of a given mass of gas is inversely 
I proportional to its density, it follows that the presaare is 
I proportional to the density, and Boyle's law • is some- 
tiniea stated in the form that the pres- 
sure of a gas at constant temperatura 
is proportional to its density. Boyle 
proved the law to be true for pressures 
both greater and less than one atmo- 
sphere. For the first case the appa- 
ratus used by him was a bent glass tube 
(lig. 21), with one limb much longer 
than the other. The shorter limb is 
closed at the top, the longer one being 
left open. A little mercury ia poured 
iiitx) the bottom of the tube so as to 
Pju 21 enclose the air in the short limb, care 

being taken that the level of the mercury 
should be the same in the two limbs, when the tube is 
placed in a vertical position. When these conditions 
are satisfied we have a mass of air in the short limb 
under atmospheric pressure. Let us now suppose that 
tbo shorter tube is uniform in cross section and that the 
volume corresponding to each centimetre of its 
' Thu law is kugwn as MaxiuUe'B luw in FraniK. 
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is known, Scales are attached, and by reading tlie I 
height of the mercury in the short limb, the volome of I 
air enclosed can be calculated. 1 

We have thus a known volume of air at atmo- i 
spheric pressure. More mercury is then poured into I 
the open limb, and it is observed that the level in both | 
branches of the tube rises, but at unequal rates, the 
level in the open limb being above that in the other. 
Thus, suppose that after a time the levels have reached 
P and Q, A B being the closed limb and AC the open one. 
Let a horizontal line through q meet the other column \ 
in R, and suppose that initially the columns in the ' 
two tubes were at D and E respectively; let k be the 
height of the mercury barometer. 

The pressure at q is equal to that at it, both being . 
points at the same level in the same fluid. The pre»- ' 
sure at e exceeds that at p by the weight of a column ' 
of mercury of height P R. The pressure at p is given 
by h, the height of the barometer. Thus the pressure 
of the enclosed air ia measured by a mercury column of 
bright h + PR. Originally the pressure was measured . 
by a height h only. 

The volume of the air originally was proportional to j 
B D ; when the mercury stands at P Q it is proportional to j 
BQ. Now lb is found es peri mentally that these i 
volumes are inversely pro^TOrtional to the pressures, 
E D _ A + PR 
^ ~h ' 
A X B D = (/t + r li) n 



that is, that 
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It is necessary of course for this tJiat the temperar- 
tnre ehould not alter during the experiment. Thus 
Boyle's law wbs proved to be true at any rate for the pres- 
sures greater than one atmosphere employed by him. 
For pressures Jess than an atmosphere a different form 
of apparatus is better, A vertical tube with a cistern at 
the top is employed ; this ia filled with mercnry. A 
long glass tube is inserted in this, being allowed to 
rise somewhat above the level of the mercury. In thia 
^ position the npper end of the tube ia hermeti- 

cally sealed, and we huve thus a volume of 
air enclosed at atmospheric pressure. The 
glass tube is now raised, and it will be found 
^■B that the mercury also rises with the tube, 
though not so fast as the tube itself. Thus 
the enclosed air expands. Let E F (fig. 22) 
represent the tube in its new position ; let 
P be the level of the mercury in the tube, 
H the level in the cistern, and Q the point at 
which the mercury stood when the tube was 
at first. The volume of the mass of air origin- 
ally was proportional to E Q ; in the second condition 
it ia proportional to E p ; the pressures in the two cases 
respectively are measured by h and A — p K ; on making 
the various observations it is found that the equation 
h X ECi = (/i— ph) X E Pis satisfied, or that Boyle's law 
holds for pressures less than one atmosphere. 

The results of such experiments are very conve- 
niently represented in the graphic manner already 
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if. Let us take two lines at right angles and 
F volumes along tlte horizontal line o x, prea- 
Bnres along the vertical line O y (fig. 23). 

Thus, if O N represent the volume and M the pres- 
sure, and through N and m two lines N P and M P be 
drawn, vertical and horizontal respectively, to meet at P, 
then the point p represents the condition of the gaa as 
to preaaare and volume, and as these change we shall get 
a series of positions for p forming a continuous eurre. 
If the condition under which the pressure and volume 
vary be that the temperature 
remains constant, snch a 
curve is called an isothermal 
line, and for a gaa obeying 
Boyle's law, the curve has 
the property that the area 

O N p M is constant for all '" 'Z " 

Fig. 23 
positions of P. Such a cur\-e 

is called a rectangular hyperbola, and has the form 

p p' shown in fig. 23. 

The diagram is called a diagram of energy because 
by means of it we can measure the work done by the 
gas in expanding. For let p' be any other point on the 
curve, and let p' k' be drawn parallel to o y to meet x 
in n', then it can be proved that the work done by the 
gas in expanding from a volume N to a volume o n' is 
measured by the area P p' n' N. 

Suppose the gaa contained in a cylinder with a 
_{iiston. Let tho piston be A square centimetres in area 




the pressure of the gaa be p. Suppose 

-jon is withdrawn a very small distance i 

ut for this change we may neglect the change in 

pressure it causes. Then the force on the piston is p A, 

md the distance wliich the point of application of this 

1 oiovea is/t; thus the work done by the force ia 

A h ; now i h clearly measures the increase in volume 

(occupied by the air, so that if v, be the initial volume, 

J the final, we have s /i ^ v, — ti, and the work done is 

I given byp(T), — W|) ; thus, if in a diagram of energy N' 

I be near to N while O N represent v^ and o n' I'j, the work 

s the area of the paralielograia P N u' p'. Thus, if 

%iAie volume change by a finite amount, the work done ia 

1 the sum of a series of elongated parallelograms such as 

the above, and the sura of such parallelograms becomea 

ultimately the curved figure, ? P' h' n. 

The same result may be shown to hold even thoi 
the gas is not in a cylinder with a frictionleas pistol 
This follows at once from the fact that no force is needed 
to alter the ehape of a mass of gas without altering its 
volume, and therefore if the gas be contained in some 
iiregular-shaped vessel no work ia required to transfer 
it to a cylinder of the Game volumo ; it can then be 
allowed to expand to the new volume, and the work done 
will be measured as above, while to transfer it from the 
cylinder as enlarged to the irregular vessel it is to 
F occupy finally requires no energy, since the volumes of 
I the cylinder in the second condition and of the final 
u-e the same. It should be noticed that the 
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done is represented by the above area even tbough the 
expansion be not isothermal. Only in tbia case the curve 
p p' is no longer a rectangular hyperbola. Again, it 
follows from the above that if the pressure and volame 
of a gas undergo any series of changes, finally coming 
back to the initial condition, that series of changes is re- 
presented on a diagram of energy by a closed curve such 
as P Q R (fig. 24), and the work done during the changes 
is given by the area p q h ; if the curve has been 
described in the direction P Q b, work has been done by 
the gas in the cj'cie ; if on the other hand the curve is 



P 




described in the direction PRQ,work is done on the gas 
by the externa! pressures applied. In the first case 
heat or energy in some other form has been supplied to 
the gas to enable it to expand and do the work ; in the 
second, the gas will have given up energy in Homa 
fonn to the surrounding bodies. Such a series of 
changes as the one just described in which the working 
substance is in the end restored to the same condition 
as it was initially is called a cycle. 

In the case in which the relation between the pres- 
sure and volume is that given by Boyle's law it is e( 
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to Hhow that the resistance to compresBion of the gas ia 
equal to the pressure. 

For let p, a (fig. 25) be two points on the cnrve, and 
let P M, Q L be parallel to the line !c of no pressure, P N, 
Q K to the line O y. Also let ? S meet Q L in R. Then, 
since p v is constant, the area p M o N is equal to 
QLOK. Take awuy the common part OLRS, then the 
parallel ogram L H P B is equal to the pm-alielograin 
H R Q E ; that is, 

HPXP.a = QKXQR, 

or - X M P = Q K. 

QR 

Now k, the resistance to compression or extension, is 
measured by the ratio of the change in pressure to the 
compression or extension produced ; the change in pres- 
sure ifl P It, the actual change in volume is H a, and the 
original volume is p M, Thus the cubical compression 
is measured by qr/p M and A;, the resistance to compres- 
sion, is the ratio of P R lo this. Hence, for a gas obeying 
Boyle's law, 

i- = — " X PM = K = n. 



According to this it appears that ut a given pressure all 
gases are equally compresaible. Despretz in 1829 was 
the first to show that this was not true, and therefore 
that Boyle's law could not hold for all. This result is 
most readily shown by means of Pouillet's apparatus 
(fig. 26), which consists ot two long glass tubes of very 
nniform bore and with thick walls. The tubes, T, T, e 
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fastened tiglitly to an iron reservoir contain- 
ing mercQiy, and thia communicates with 
another vessel of mercury, into which a screw 
plunger fits. Two different gases are intro- 
duced above the mercury in the two tabes 
which are then sealed off. Let us suppose 
the apparatus so adjusted that the mercury 
stands at the same level in the two tubes, 
BO that the gasea are under the same presaure. 
On lowering the plunger the pressures on the 
gases are increased, and it will be observed 
that the two columns of mercury do not rise 
by exactly equal amounts in the tubes. The 
two gases are therefore differently compressed, 
and clearly if the one obeys Boyle's law the 
other cannot. 
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-ammonia, which at ordinary temperatures cai 
f lednced to the liquid state by pressure only, 
[ marked. 

It became important, then, to investigate whether 
any of the permanent gases obeyed Boyle'a law exactly, 
and if not, what the variations from it were. Tliie prob- 
lem was undertaken by Regnault, who nsed a modifica- 
tion of Boyle's apparatus, the long tube AC of fig. 21 
being about 2,500 centimetres in height and being 
fitted in a small tower in the CollSge de France at Paris. 
Instead of pouring mercury into the open end of the 
tube at C, a force-pump was attached at A, and by means 
of it the mercury was forced into the tubes. Eegaault 
took a quantity of gas at a measured pressure and then 
determined the increase of pressure required to com- 
press the gas to half of its original volume. He found 
that for all the gases except hydrogen, up to the limits 
to which he could work, the pressure required to reduce 
the volume by a given amount was rather less than that 
given by Boyle's law ; or, stating the same fact in a 
different way, the reduction of volume produced by 
a given pressure is greater than that given by the law ; 
the various gases are more compressible Hian they 
would be if the product of the volume and pressure 
were constant; hydrogen, however, is an exception, 
being less compressible. It is important to notice that 
in such experiments the temperature of the gas must 
be kept constant; this was done in Hegnault's ex- 
periments by surrounding the shorter tube by a 



large tube containing water. With the length of 
tube employed by Regnault the maximum pressure 
obtainable was about 25 atmospheres, and under these 
conditioua the product p v becomes less aa the pres- 
sure is increased for all gases except hydrogen ; for 
hydrogen it increases steadily with the pressure. It 
was shown, however, by Natterer that for very high 
pressures such as thah due to 2,000 atmospheres 
the product pv is for air and nitrogen greater than 
it should be according to the law. Thus at these 
high pressures air and nitrogen behave like hydrogeu, 
being less compressible than they would be if the law 
held. These results of Natterer were confinned by 
Cailletet who showed that for nitrogen the product p v 
decreased until the pressure due to about 60 metres of 
mercury was reached, while for greater pressures the 
product pu again increases. The following table gives 
some of Cailletet's results, the temperature being 
about 15° C. The pressure is given in metrea of 
mercury, | 

30-359 8,184 I 7Q-2S4> 8,162 ^H 
49271 8,022 144-241 8,966 ^^M 

59-4(32 7,900 | 181'9S5 9,330 ^^M 

But the most complete contribution to oar know- ^^^ 



^^prt 



is to be found in the results published 

Amagat. The long column of mercury by which his 

■essure was produced and measured was contained in 
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il tube which was placed in a pit shaft 400 metres 

> short tube containing the air being at the 

I of the shaft. The mercury waa pumped into thia 

B in Uegnault's experiments by a force pump. The 

gas used in Amagat's experiments with the mercury 

column was nitrogen. Having once determined the 

compression for thia gas corresponding to definite pres- 

■'Bures, the values for other gases, osygen, hydrogen, &«., 

I could be obtained by a comparison between them and 

I nitrogen, as in Pouiilet's experiments. Amagat found 

I that for nitrogen, air, oxygen, carbonic oxide, and 

ethylene the productjcudecreasesat first as the pressure 

' increases, and then increases, the pressure at which 

it is a minimum being different for the different 

The following table gives some of his results 

I for nitrogen: 



20740 


60,989 


82-970 


61,226 


35337 


60,897 


128-296 


52,860 


47-176 


60,811 


190-855 


55,860 


66'481 


60,857 


252-353 


59,921 


61-241 


60,895 


327-388 


65,423 



The results for the other gases except hydrogen are 
I Bimilar to the above, but in the case of cai-bonic oxide 
1 and ethylene the vai-iations in p w are much greater 
I than for nitrogen. For carbonic oxide the value of pv 
[ varies from 26,325 at aprcssure of 24 metres to 22,915 



Bt 133 metres, and up to 29,289 at S04 metres; while 
for ethylene the minimum value is 9,370 at 64 metres 
and the maximum obtained 29,333 at 303 metres. In 
the case of hydrogen pv increases uniformly with the 
pressure, Amagat haa represented his results graphi- 
cally by plotting a curve in which the vertical ordinatea 
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represent the values o( pv while the abscissas give the 
values of p. 

IfBoyle's law were true such a curve would be a hori- 
zontal straight line. In reality this is not the caae, but 
the curves for nitrogen have the forms given in fig. 27, 
taken from Amagat's paper in which he haa farther 
investigated the question for a series of different tempe- 
ratures for each gas. For hydrogen the curves are a 
series of straight lines showiog at all temperatures a 
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fadoal increase of p v with p, while for carbonic acid 
e varialious in the value of j) r, and also the pressures 
correspondiDg to its mini- 
mum valne are very marked. 
In all such cases in which 
pv IB not constant the 
isothermal cnrve will not 
be a rectangular hyperbola. 
Thus, for nitrogen, for 
which the minimnm value of 
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jjfia at a pressure of about 47 metres, the isotherm 
mal curve will take the form of the strong line in 
fig. 28, while the hyperbola is indicated by the dotted 
line. 

When we come to pressures much less than one 
atmosphere the experiments are even more difficult, 
because of the extreme shortness of the column of 
mercury which has to be measured ; and the results of 
various experimenters are not in accord with each 
other. 

So far we have been dealing with the isothermal 
lines of gases, and have supposed that the substances 
in question retain the gaseous form through all the 
changes to which they are subject, but there is a class 
of bodies which in some of their properties resemble 
gases, and which yet differ from a gaa widely in other 
respects. 

Thus, on applying heat to water, we raise its teni' 
perature to its boiling point, and on further applicai 
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of heat the water takes the form of steam. Now sup- J 
pose we have a mass of water and steam at 100° C. in s.J 
closed space, and can maintain it at that temperature,! 
tben the pressure of the steam will be that due to.l 
76 centimetres of mercury, and that whatever be the! 
volume of the space occupied by it ; if we increase thoj 
volume, more steam will be formed, and in order toM 
maintain a constant temperature heat must be supplied,! 
but the pressure will remain unchanged. If we reduce m 
the volume some steam will be condensed, and to main- 
tain a constant temperature heat must be removed from 
the mass, but the pressure will be the same. Or again, 
suppose we have a space filled with steam at 100°, but 
at a less pressure than that due to 76 centimetres of mer 
cury ; there will of course be no water present in these 
circumstances. Now let the volume be decreased, the 
pressure will increase, approximately in accordance with 
Boyle's law, though somewhat more rapidly than if the 
law held strictly, until a pressure of 76 centimetres is 
reached; after this there will be no further increase in 
pressure, the isothermal line therefore will be horizontal, 
until the whole is liquid. When this state is reached a 
very small change of volume will be accompanied by 
an enormous rise of pressure, and the line will be nearly 
vertical. Similar changes take place at other tempera- 
tures, though for them the pressure exerted by the 
steam when in contact with its liquid and constant ifl 
not 76 centimetres, but less or greater according to the 
temperature. Thus, the isothermal lines of steam, a,% 



4 




Via. 29 



i: 



any rata for temperatures between zero and a maxi- 
laum of several hundred degrees Centigrade, divide 
themselves into three 
parts. The first of these, 
starting from a consider- 
able volume, as shown in 
;. 29 by the curve p' q', 
13 nearly a rectangular 
hyperbola; falling below 
it 83 the pressure and 
volume corresponding to 
condensation are reat'hed 
at Q ; then comes a hori- 
zontal straight line (j K ; for this part the steam is being 
condensed to water, and then a nearly vertical line B 3 
for the liquid itself. Steam is said to be a vapour 
as distinguished from a gaa, though a3 yet we have 
not made the exact line of demarcation between vapours 
and gases clear. 

If a quantity of liquid such as water, ether, alcohol, and 
many others be placed in a closed space, it is found that 
a portion of thia liquid takes the gaseona form ; it is said 
to evaporate, and heat is required for the proceaa. The 
vapour formed increases the pressure already existing 
within this space, the pressure due to the vapour being 
added to the original pressure, but this increase only 
goes on up to a certain limiting value depending on 
the temperature. When that limiting pressure has 
been reached no more vapour is formed, the evaporation 
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ceasea, and tbe space ia said to be saturated with t 
vapour; the maximum or saturating pressure of 1 
vapour depends on tbe temperature. The following 
table gives its value for water vapour in millimetres 
of mercury for a few temperatures : 



Temp. 


P««n™ 


Temn 


rr«^ 


10 
15 
20 


4 60 
917 

12-T 

17-39 


60 
80 
100 


(i49l 
H8-79 
a54-63 
760-00 



The numbers given were obtained by Begnault. 

Thus, if we bad a large space filled with aqueous 
vapour at a low pressure and at a temperature of, say, 
40°, and reduced the volume of the space, the pres- 
sure would increase up to tbe value 54-91, and 
that there would be no further increase of pressure but 
some of the vapour would become liquid. 

A vapour can be reduced to tbe liquid state by 
pressure alone without a change of temperature. 

Tbe change from vapour to liquid can be produced 
by reducing the temperature instead of by altering the 
volume. Thus, suppose tbe temperature of the mass of 
vapour is reduced, its pressure, like that of a gas, is 
somewhat lowered by this process.' But after a time 
a temperiiture ia reached at which the space is saturated 
with the vapour ; a further reduction of temperature 
causes condensation to the liquid form. Tbe tempera- 
' The lawa of this change we shtdl investigate Bhortly. 
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I tare at which a space is saturated vrith aqueous vapour 

I IB called the dew point. 

Now nearly all gases have been liquefied by various 

■ experimenters, and many have been reduced to the 
Bolid form, but to succeed in this it has been found 
requisite in many cases both to subject the gas to an 
intense pressure and also to reduce the temperature 
enormously. It is found that for all gaseous bodies 
there is a certain temperature, called the critical tem- 
perature, which has the following property : If the body 

' be above the critical temperature, it i»nDot be liquefied 
by pressure only ; if it bo below the critical tempera- 
ture, pressure alone is sufficient to change it to the 
liquid form. 

Thus Dr. Andrews, to whom we owe the first 
accurate investigation of this part of our subject, ^vee 
the following critical temperatures ; 



Cnrbonic acid 30'92 

Ether 187-« 

Alcohol 368T 

CarboD bisulphide 2625 

Water HVT 



« 



Heuce at a temperature above 30°-92 carbonic aciJ 
is a gas and cannot be liquefied by pressure ; at tem- 
peratures below this an increase of pressure is suffi- 
cient to change the state from gaseous to liquid. A 
gas is a vapour when it is below its critical tempera- 
ture. Thus at ordinary temperature steam is a vapour, 
its critical temperature being 411°. 
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On the other hand, the critical temperatTires of tl» i| 
so-called permanent gaaea are extremely low. They 
are very difficult to determine, but it seems probable 
that the value for oxygen is about — 1H0° C. and for 
nitrogen about —167° C. Aa we have already statedjJ 




oar knowledge of the properties of the critical tempera*^ 
ture is largely due to Andrews' researchea on carbonica 
acid ; before giving an account of them, however, wav 
will refer to some earlier experiments in which thoil 
methods used to produce great pressure were very simple., f 

Faraday's apparatus (fig. 30) consisted of a 
Btrong bent glasa tube. In one end of this tube wa* 
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placed a Babstance which on the application of heat 
emitted the gas to be experimented on. The other 
end of the tube dipped iut/) a freezing iiiis- 
ture of ice and salt ; the gas set free was 
liquefied in the cold end of the tube by its 
own pressure. In later experiments lie 
forced the gases by means of a pnmp into 
glass tubes contained in a mixture of solid 
carbonic ofid and ether ; by this means all 
the gases known to him except oxygen, 
hydrogen, nitrogen, marsh gas, and carbonic 
oxide wereliqnefied. Shortly after Thilorier 
invented an apparatus for producing readily 
large quantities of liquid carbonic actd. 

The researches of Andrews, to which 
we shall again refer shortly, on this sub- 
stance were conducted with the apparatus 
shoivn in fig. 31, which in its action 
resemblesthat of Pouillet. The gases which 
Faraday failed to liquefy yielded at the 
lower temperatures employed by Cailletet 
and Pictet. They both made use of the fact 
that the rapid expausion of a gas requires the absorption 
of heat and lowers its temperature. Cailletet at first 
employed a modification of Andrews' apparatus, having 
a stop-cock attached to the reservoir of water by which 
the pressure was produced. On turning this atop-cock 
the pressure was suddenly reduced ; the gas, which had 
been compressed to about 300 atmospheres at a 
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per&tnre of —29° C, expanded and produced bo rapid 
a fall in temperature that a jet of liquid was seen in 
the tube. 

In Pictet's apparatus the gas was compresaed in 
a narrow tube and then suddenly released aa above. 
This narrow tube was surrounded by a second containing 
liquid carbonic acid, and was cooled by the rapid 
evaporation of the acid. This tube again was kept 
surrounded by liquid sulphurous acid, which by its 
evaporation reduced the temperature of the carbonic ■ 
acid. In this apparatus hydcogen became solidified 
into a grey metallic substance. 

Since the critical temperature of carbonic acid ia, 
aa we have said, 30°'92, it ia a convenient substance to 
work with. Fig. 32 gives a copy of the diagram by 
which Andrews expressed Lis results, taken from 
Maxwell's ' Heat.' The dotted line was introduced by 
Maxwell, and shows the space within which t)ie substance 
can exist either aa a vaponr or a liquid. The lowest 
isothermal in the diagram ia that for \3°-l. For this 
temperature, and at pressures less than 48 atmospheres, I 

the substance is a gas and the isothermal is approximately | 

a rectangular hyperbola. On reaching a pressure of I 

about 48 atmospheres — measured by the compression of j 

the air in a second tube connected with the first — the gaa i 

begins to pass into the liquid form. As the volume is ! 

still further diminished, the pressure remains constant. i 

The isothermal is a horizontal straight line until the '< 

whole is liquefied, when it changes again, becoming a 
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nearly vertical line. This line, it will be seen, agrees 
generally in form with that for steam at 100* C, In 
Andrews' apparatus the glass tube containing the gas 
can be surrounded by a wider tube in which water can 
he placed and the temperature of the gas can be varied 
by varying that of the water. On raising the tempera- 
tore to 21°'5 we get the second isothermal shown, 
differing from the first only in the two facts that the 
pressure at which condensation takes place ia now 
'nearly 60 instead of 48 atmospheres, and secondly 
that the volume occupied by the substance when it 
begins to condense is much less than previously, while 
when the whole is liquefied the volume of liquid formed 
hears a much larger proportion to that of the gas at 
the same pressure and temperature than was the case 
for the lower temperature. 

The next temperature shown is that for 3P'l, and in 
this case the substance never exists in two distinct forms 
in two parts of the tube. Between 65 and 73 atmo- 
spheres the isothermal is a good deal flatter than it 
would be for a perfect gas ; from 73 to 75 atmospheres 
the substance changes in volume for a small change of 
pressure very rapidly, bub by no means suddenly, while 
above this pressure the volume decreases less rapidly 
than would be the case for a gas, hut much more rapidly 
than ordinarily happens with a liquid. 

If, following Amagat, we plot, as in fig. 3-3, the value 
of p V in terms of p for this temperature, we shall find 
that it hag a minimum somewhere about a pressure of 
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^V4 atmospheres. As the preBBnre rises the value of j 
decreases, and the decrease is much raore rapid as we 
approach the pressure of about 74 atmospheres ; from 
that point on pu increases somewhat rapidly with the 

^^L presBore. 

^^B When the temperature is higher, the carbonic acid iso- 



thermals differ less and less from hyperbolas, and when the 
values of pv are plotted, as in Amagat'a diagram, the 
dip indicating the minimum value of p v is less and less 
marked, though even at a temperature of 100° it is 
clearly visible. We may compare this with the corre- 
sponding diagram for nitrogenahown on p. 149, inwhi 




mrr »- I 



I 



QASEa — THE GASEOna LAWS 181 

minimum value for p u 13 also shown, tliongh it occars 
at a lower pressure. 

Betaraing to the Andrews diagram, let ns consider 
how the isothermal corresponding to the critical tempera- 
ture 30°'92, would run ; it ia not shown in the original 
fignre, it just touches the dotted line, but does not 
cat it. The values of the pressure and volume corre- 
sponding to this point are called the critical pressure and 
volume ; the point is called the critical point. When 
, we have a substance at the critical point, i.e. at the 
critical temperature, and also of the definite pressure 
and volume indicated by this point on the diagram, 
it is extremely sensitive to very small changes in its 
condition. If the temperature fall ever so little, it can 
exist in the two distinct states of gas and liqnid, each 
occupying a different part of the tabe, and thus, while 
no separation of gas and liquid can be detected, ' small 
variations of pressure or temperature produce snch 
great variations of density that flickering movements 
are observed in the tube, resembling in an exaggerated 
form the appearances exhibited during the mixture of 
liquids of different densities, or when columns of heated 
air ascend through colder strata.' Moreover, it ia poa- 
Bible to transform the substance by proper treatment 
from a state in which it has undonbtfidly the properties 
of gas to one in which itia equally undoubtedly a liquid 
without any sudden change of state. For, take some 
■carbonic acid and raise its temperature till it is well 
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"■92, say at 50° C, then compress it still at 50* 
he pressure is about 100 atmospheres ; all this 
me it has the properties of a gas. Now cool it, still 
Eeepingthe pressare 100 atmospheres, till the tempem- 
ture falls below the critical temperature, say to 20° C. 
At this temperature carbonic acid at a pressure of 100 at- 
mospheres is a liquid ; but during the last process no 
point can be noted at which a sudden change from 
gaseous to liquid has taken place ; the transition has 
been continuous all the time. 

So far we have been dealing with the laws of the 
expansion of a gaa at constant temperature. It is true 
that we have considered the expansion of g 
various different temperatures; but in any one exps 
sion the temperature has been constant, and we h 
not dealt with the change in volume or pressure j 
duced by the application of heat and consequent cbani 
of temperature. 

To discuss this completely it would be ne 
enter farther into the science of heat than our lis 
will allow ; it is necessary, however, to refer to £ 
few principal facts. 

The fundamental law which connects 
the volume and temperature of a gas is known J 
Gay Lnssac's, or Charles's, law. It states that ^ 
gas at constant pressure expands by the saiH 
fraction of its volume at 0° C. for each rise of 
temperature of 1° 0. measured by the mercury ther- 
l mometer.' 



This fraction is fonnd to be approximately the same 
foi aJl the permanent gaaes, and is very nearly g-fg- ; let 
us deaote it by a. Then if v^ be the volume of 
the gaa at the freezing point, a Vp is the increase in 
volume for each degree of temperature, and hence for 
f C. the increment is a Vj t Thua, if V is the volume 
at i° C, 



V = Vp + o Vp t = (■„ (1 Jr at). 



We shall refer again to the experiments by whicH 
I this result was obtained ; let us for the present consider 
L a few of its consequences. If the temperature be lower 
[ than the freezing point, i.e. if ( in the above equation 
negative, the volume decreases at the same rate. 
1 Taking a as ^-fj, let us determine the volume at a temr, 
perature of —273. We have, 






^■•(1 + 2^3) ='•('-') = »• 



n 



Thns, at this temperature, and at atmospheric pres- 
sure, the gas would, if the laws still held, have no 
appreciable volume. This temperature is known as the 
absolute zero of the air thermometer and temperatures 
I reckoned from it are called absolute temperatures. To 
I find the absolute zero of a gas thermometer for which a is 
not exactly equal to ^fj-, we have to find a value for t, 
for which V^ (1 + a t) is zero ; this gives us 1 + o ( = 
.-.( = — 1/a. So that the absolute zero of the gas 
L thermometer is 1 /a degrees Ceutigrado below freezing, 



I 



ftnd thus the temperature of the freezing point 
reckoned from absolute zero ia Ija. Let ns denote 
this by T„, and let T be the absolute temperature 
corresponding to a temperature t on the Centigrade 
Bcale. Then t ia found by adding to ( the number 
of degrees between absolate zero and freezing point 
thus : 

T = t + T. = t + - . 
a 

Kow we have 



ThuB Gay Lussae's law may be stated in the form thM 
the volume of a gas at constant pressure is proportional to 
the temperature reckoned from the absolute zero of the 
gas thermometer. We may make this rather clearer, 
perhapa, by a hypothetical experiment in the following 
manner. Suppose the gas to be contained in a long 
Btraight tube (fig. 34), and eepai-ated from the external 
air by a small pellet of mercury, and when the tem- 
perature is at freezing point, let the gas occupy 27*3 
centimetres of the tube. Divide the space above this 
into millimetres or tenths of centimetres j then, by Gay 
Lussac'a law, for each rise of temperature of 1°, the 
level of the column of gas will rise by one of these 
divisions, for one snch division ia j^ of the volume of 
the gas at 0°, Each division also corresponds t 




degree Centigrade, and there are 273 divisiona from 
freezing point down to the bottom of the tube. The 
volnme of the gas is clearly proportional to the number 
of divisions between its upper surface and the bottom 
of the tube, and this same number of ____^ 

divisions meaaures the temperature in 
Centigrade degrees, reckoned, however, 
from 273 degrees below freezing point. 
Clearly also, since the gas contracts b 
one of these divisions for 1° Centigrade, 
it will contract to no volume if cooled 
273 degrees below the freezing point. 
The temperature corresponding to the 
bottom of the tube will be the absolute 
zero, and the number of divisions between 
the top of the air column and the bottom 
of the tube will give the temperature on 
the absolute scale of the air thermometer. 
This, it mnat be noticed, all supposes that the pressure 
remains constant. Let ns now investigate the relation 
between the pressure, temperature, and volume, when 
all may vary. Let Pq, V(,, t^, be the initial pressure, tem- 
perature and volume, and let us change Tp to T, keeping 
pfl constant. Suppose v^ becomes v', then we have 
v' Vn . P(,V' P„V- 



Bixlmif 



Frcamg- 



Fib, 34 



Now keep t constant and change v' to v, Pp in 
consequence becoming p. Then, if Boyle's law is asaumed 
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a» true, we have PqV'ss pv, and the above equation 
becomes 

T To • 

This is the general relation between the tnree quantities ; 
if we like to express it in terms of the temperature 
Centigrade, and a the coefficient of expansion, since 
Tq = 1/a, and T = 1/a + * we have t/t^ = 1 + a< 
and 

PV= PoV, I-=PoV,(l + aO. 

There are three cases to notice. 

(1) If the temperature is constant, i = and 
p V = Pq Vq. — Boyle's law. 

(2) If the pressure is constant, P = Pq ai^d 
V s= Vq (1 + a <). — Charles's law. 

(3) If the volume is constant, V = v^ and 
P = Po (1 + a 0- 

Thus we see that, according to this, the pressure of a 
gas at constant volume increases uniformly with the 
temperature by the same fraction of the pressure at 0° 
Centigrade. Moreover this fraction is, if the assumptions 
made above are accurate, the same as the fraction of the 
volume which occurs in Charles's law; but we have 
already learnt that one of our assumptions, viz. Boyle's 
law, is not strictly true, and thus it is found as the 
result of experiment that, while the pressure can be ex- 
pressed as in law (3), the coefficient a which occurs is 
not strictly the same as that in (2). We should more 



correctly write P = p^ (1 + «' where a! ia a very 
little difFerent from a for gasea which nearly obey 
Boyle's law. 

Again, careful experiment has shown that a. is not 
strictly the same for all gases, so that the zero of all gaa j 
thermometers is not strictly the same, although for the \ 
more permanent gases the differences are but email. 
Thna Regnanlt gives the following table. 



0„ 


MUMuiKprBS-ure 


a', cw^fflcteut for 


Hjdrogeu 

Air 

Nitrogen 

CarboDla oxide .... 
OaibDiiic &cid . . . . 
Nitrons oiide . . . . 


■OOBfilil 
■003070 

-0036G9 
■COST 10 
■003719 


■003667 
■003666 
■003668 
■003667 
'O036SS 
■003676 



Eegnault has also shown that the value of the C 
efficient depends slightly upon the initial pressure of \ 
the gaa at 0°, The above values are calculated for ' 
an initial pressure due to 700 mm. On increasing 
tliia to 3,655 mm. Begnault found as the value of a 
for air ■003709. 

It will be noticed that while for hydrogen a is less 
than a! , the reverse is the case for the other gases ; thin 
is a consequence of the fact that within the range of 
pressure employed the deviations from Boyle's law are 
opposite in direction in the two cases : for hydrogen 
pti increases with p ; for the others it decreases. 

The terms, absolute temperature, absolute zero, &c., 
apply really to a method of measuring temperature 



1 by Sip "William Thomson. According to it the 
iolnte values of two temperatorcB are to one another 
in the proportion of the heat taken in to the heat re- 
jected in a, perfect thermodynamic engine, working with 
Eonrce and refrigerator at the higher and lower of the 
temperatures respectively. It would carry ns too far 
from our eobject to discuss all that ia implied in the 
above definition, or to attempt to give an account of the 
long series of experiments by which Thomson and Jonle 
compared the scale of temperature thus defined with 
that of the air thermometer. Since, according to this 
scale, the measure of a temperature ia independent of 
the nature of the substance which is used to measure it, 
the name absolute scale has been given to it. It vtaa 
shown that the scale of the air thermometer is very 
nearly the same as the absolute scale, and the tem- 
perature of a mass of air reckoned from absolute zero 
is almost exactly in accordance with the above definition. 
Moreover these same experiments showed that while air, 
oxygen, nitrogen, and carbonic acid differed slightly 
from this absolute scale in one direction, so that the 
absolute zero of a constant pressure air thermometer ia 
slightly above the true absolute zero, hydrogen differs 
in the opposite direction, giving an absolute zero which 
is really a very little too low ; and on determining from 
the experiments the corrections the following results 
were obtained for the temperature of melting ice, 
reckoned from the true absolute zero, as determined by 
thermometers of hydrogen, air, and carbonic acid. 



Corrected nine 



Carbonic acid . 



JTS-OO 
273-1* 
S73-90 



Thua these numbers are very clo9e together, and 
it is clear that Thomson's abeolate zero of tempera- 
tare, the temperature of a body which coDtaios no 
heat, ia very close to that of the air or hydn^s 
thermometers. A mass of air at this temperata 
would contain no heat. If it were compressed onder 
conafaut pressure, the volume occupied would be inap- 
preciably small ; or if, the volume being kept constant, 
the pressure was being diminished, it woald at this tem- 
perature vanish. 

Up to the present we have dealt with the relation 
between the pressure, volume, and temperature of a gaa, 
either generally or nnder one of three conditions, viz., 
temperature constant, pressure constant, volume eon- 
Btant. Corresponding to these we get three sets of 
lines on onr diagram of energy - the isothermal lines or 
lines of equal temperature ; for a perfect gaa, a set of 
rectangular hyperbolas; the lines of equal pressure, a 
series of horizontal straight lines ; and the lines of equal 
volume, a set of vertical straight lines. There is a fourth 
condition under which expansion or contraction may 
occur frequently, and which from its importance desei 
some n ' i^ 'ery brief. 
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' The condition in qnestion is that no heat should be 

allowed either to enter or leave the substance. "We 
may suppose the gas enclosed in a cylinder with a 
piston, the walls of the cylinder and the piston being 
made of non-cond acting material. The condition ia, 
we can show, satisfied in the very rapid contractions 
and expansions which occur in the propagation of a 
wave of sound through the air. It would take us 
beyond our limits to investigate the form of the curve 
which in this case would represent the relation between 
the pressure and volume on the diagram. We can, 
however, easily show that it somewhat resembles the 
isothermal line in its properties, but is at each point 
rather steeper than the isothermal through the same 
point. For, suppose a gas is con-pressed by a given 
amount, in general heat is produced in the process and 
the temperature is raised ; if the compression is to be 
isothermal this beat must be removed ; if the heat be 
not removed the temperature must rise; and since a 
definite compression is produced the pressure must be 
increased by this rise of temperature by a greater 
amount than that caused by the isothermal compression. 
Thus the increase of pressure arising from this contrac- 
tion is greater than it would be if the contraction w^ere 
isothermal ; the elasticity is also greater and the curve 
is steeper. Expansion or contraction which occnra 
under such conditions is said to be adiabatic, and tba 
curves on the diagram are called adiabatic Unes, The 
further development of this part of our subject belongs 
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to the Science of Thermodynamics, and a full account , 
of the important results which can be drawn fix)ni the j 
study of these various lines will be found in MaxweU'a J 
' Heat.' 

We must now refer to the details of the expenmenti 
by which the fundamental laws were established. 

Gay Lussac used a glass bulb of known Tolura»l 
(fig. 35), with a long tube attached. The tube ' 




graduated, and the volume corresponding to each 
division determined ; a small pellet of mercury enclosed 
the air oq which it was required to work. The bulb 
and tube were immersed in melting ice and the position 
of the mercury noted ; they were then immersed in hot 
water, the temperature of the water being found by a 
mercury thermometer, and the position of the pellet 
again fonnd. The first observation gave the volume of 
^e air at 0°, the second that at the higher temperatUM 
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ABsnmingthe reading of the barometer to have remaineJ 
unchanged from these results, the coefHcient of expan- 
eion of air at constant pressure can be found. By the 
use of this apparatus Gay Lussac was led to enunciate 
his law ; but the value, -OOUZS, which he found for the 
coefficient was too high. 

For the determination of the increase of pressure 
at constant volume due to rise of temperature, Balfoar 
Stewart's form of thermometer (fig, 36) is very useful. 
The air or gas is contained in a glass bulb ; from this 
a glass tube of narrow bore projects upwards and the 
tube is bent twice at right angles and is fastened into 
a reservoir containing mercury ; a second vertical tube 
is also fastened into tije same reservoir, and there is a 
screw plunger by which the level of the mercury in the 
tubes can be adjusted. There is also a mark on the 
vertical part of the first tabe just below the bend. 
The plunger is moved until the level of the mercury 
just reaches to this mark. When the bulb containing 
the air is immersed in melting ice, the pressure is found 
by observing by means of scales attached to the instru- 
ment the ditlerence of level of the mercury in the two 
tubes, and adding this to or subtracting ib from the 
reading of the barometer as may be required. We 
have thus a mass of air at known pressure and tem- 
perature. The bulb is now placed in the steam from 
boiling water and the air expands, driving the mercury 
up the second tube ; but by the use of the plunger the 
mercury in the first tube can be brought back to ita 
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original position, the pressure of course being thereby 
increased, and the mercury rising still more in the 
second tube. When all ia steady the difference of 
levels is again determined, and from this the increased 
pressure can be found ; by dividing the increase in 




pressure by 100, and by the pressure at 0°, we get the 
coefficient required. In accurate experiments 
tions are required for the expansion of the bulb, 
for the fact that a portion of the air in the narrow 
is not at the same temperature as the rest. 



julb, and J 

row tabe^^^ 
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A similar apparatus can be used to measure the co-' 
efficient of expansion at constant pressure. In this case, 
however, it is necessary that the volume of the vertical 
part of the first tube should be about ^ of that of the 
bulb. The preliminary adjustments are made much as 
before ; but the air is allowed to expand into the vertical 
part of one tube, and the plunger is moved until the 
difference of level of the mercury in the two tubes is 
the same as it was in the first part of the experiment. 
The air has then expanded at constant pressure ; but a 
large portion of it, that in the vertical tube, is at 
a different temperature to the air in the bulb, and so 
the whole of this requires to be surrounded by a jacket 
which can contain steam and hot water at the same 
temperature as the bulb. It was by means of an appa- 
ratus of this kind thnt Regnault's results were obtained. 



CHAPTER X 

THERMAL PB0PERTIE3 OF BODIES — SPECinC HEAT — 

LATENT HEAT — MOLECULES 

Mant other properties of bodies are 80 intimately con- 1 
nected both with our present subject and with tbeJ 
science of heat, that it is difBcult to draw a distinct 
line between the two. We will mention one or two of 
special importance. 

Experiment shows that the quantities of heat J 
required to raise eqnal maasea of different bodies through J 
the same range of temperature are very difl'erent. Thus, 
if we take as the unit of heat the quantity of heat 
required to raise a granime of water one degree, it is 
found that this amount of beat will raise about thirty j 
grammes of mercury one degree, or that the quantity of ■ 
heat required to raise a gramme of mercury one degree! 
is only one-thirtieth of that required to raise the sacne:] 
mass of water, 

The ratio of the quantity of heat required to raise a 
given mass of any substance one degree, to that re-l 
qnired to raise the same mass of water one degree, oM 
called the specific heat of that substance. The follovr- 
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ing table gives the values of the specific heats of various 
substances : 



Lead 


•0314 


Zinc . . 


•0956 


Platinum 


•0324 


Iron 


•1138 


Mercury 


•0333 


Glass 


•18768 


Silver . 


•0570 


Ether . 


•503 


Copper . 


•0951 


Alcohol . 


•616 



To be quite accurate in the above definition, the 
temperature at which the water is to be should be 
mentioned, and, instead of stating that the rise of tem- 
perature of the water is to be one degree, we should 
say definitely from 0° to 1°, for the specific heat of water 
at 50° referred to this standard is 1*0042. 

In stating the values of the specific heat of a gas it 
is necessary to mention the physical conditions under 
which the gas is placed. Thus, if heat be applied, the 
temperature is raised, while at the same time the pres- 
sure and volume may be changed, and the heat required 
to produce a definite rise of temperature is found to be 
very different in the different cases which may arise. If 
the pressure be kept constant and the gas allowed to 
expand, the following values have been found for the 
specific heats : 



Air . • . 

Oxygen . 
Hydrogen 


•2375 

•2175 

3^4090 


Carbonic oxide 
Carbonic acid 
Steam . 


•2460 
•2163 

•4805 



If the volume be kept constant, the specific heats of 
the gases are all less than the above. 

Let us consider briefly the reason for this difference. 
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I in the first case, when the gaa expands, it does work in 
overcoming the pressure of the atmosphere, the work 
done being measured by f «, where p is the pressure and ' 

V the increase in volume. To enable it to do this work it 
requires a supply of energy, and therefore more heat is 
necessary than is rpquired to produce the same rise of 
temperature at constant volume. Again, since the 
volume has increased, the density of the gaa has been 
reduced, and it is thus in a different state of aggre- 
gation. Now it is quite possible that, apart from the 
energy required to overcome the atmospheric pressure, , 

energy may be necessary to thus change the state of ' 

aggregation of the gaseous molecules. It is conceivable i 

that they are held together by inter-molecular forces, 
and that to move them further apart from each other 
work has to be done against these forces. We thus see 
two reasons why the specific heat at constant pressure 
may differ irom that at constant volume : («) because of 
the energy required to overcome the pressure of the 
external air ; (6) because of the energy required to do 
work against the internal molecular forces. Now 
Joule showed that the energy necessary for the second 
purpose was in the permanent gases extremely small. 

If a mass of air or hydrogen be allowed to expand 
against no external pressure, so that the work done 
under (a) vanishes, there is on the whole no change of 
temperature. Thus no heat need be supplied to keep 
tlie temperature constant, and the energy required under 
(l') also vanishes. 
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Joule's first experiment on this point was the follow- 
ing. Two copper vessels (fig. 37) were taken, each 
having a capacity of about 134 cubic inches; these 
were connected by a pipe with a tap between the two, 
and immersed in a reservoir of water, which was carefully 
stirred. Air at a pressure of about 22 atmospheres was 
compressed into one, while the other was exhausted, 
and the temperature of the water was taken by a 
delicate thermometer. On opening the stx)p-cock the 

air rushed from the one 
cylinder to the other, the 
water being stirred. No 
change in the tempera- 
ture was observed, so that 
Joule concluded that no 
change of temperature oc- 
curs when air is allowed 
to expand in such a way 
as not to develop mechan- 
ical power. 
Of course, by this process the cylinder fi'om which 
the expansion took place was cooled, the air particles 
rushing from it gained kinetic energy at the expense of 
their heat, but the cylinder into which they rushed 
received thereby an equal increase of heat, so that, on 
the whole, there was neither gain nor loss. In a second 
experiment Joule placed the two cylinders intwodiSerent 
vessels of water, and showed that the gain of heat in 
the one exactly balanced the loss in the other. 




Fig. 37 



i 
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More exact experiments afterwards carried ont 1^ 
Joule and Thomson, and to wMch we have already 
had occasion to refer (see p. ltJ9), have shown that in 
the free expansion of air, osvgen, and all permanent 
gases, except hydrogen, there is a slight cooling effect. 
A very amal! amount of energy is necessary to enable 
them to expand, even thoagh they do no external work. 
The heat reqnired under (b) (p. 177) is not absolntely 
zero, but is extremely small. With hydrc^n, however, 
the reverse is the case. There is a slight heating efiect, 
but it is very alight; heat is given ont in the process of 
free expansion. Practically, then, these experiments 
show that almost the whole excess of the heat required to 
raise the temperature of a mass of air at constant pres- 
sure, over that required to produce the same rise at 
constant volume, is used in the work necessary to over- 
come the external pressure. This gives ns a means of 
determining by experiment the value of the mechanical 
equivalent of heat; for, let v^ be the volume of nnlt 
mass of air at pressure p^, and let the coefficient of 
expansion by heat at constant pressure bo a; then, if the 
temperature rise one degree the volume expands byav^, 
and the work done against the external presanre by 
this expansion is p^av^. Let c be the specific heat 
at constant pressure, o' that at constant volume ; then 
the beat used in this expansion is c — c', since wo are 
working with unit of mass of gas ; and the ratio of the 
work done to the heat supplied gives the value of J 
le mechanical equivalent of he^kt, i.e. the number of 
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nnits of work done by one unit of heat. Thus we 
find 

J . 

c -- c' 
If we remember that a = — , where T^ is the tem- 

T 

perature of the freezing point measured from absolute 

zero, we may write J = ^ — ^^ ® — • 
^ (c - c') T, 

Now, if the pressure be that due to one atmosphere 
we have seen that p^ = 1,013,000 dynes per square 
centimetre, while we have v^ = 773-4 cubic centi- 
metres. 

The values of c and c' respectively, as found by 
experiment, are -2375 and -1684, while T^ = 273. On 
substituting these numbers we find J = 41*53 x 10* 
ergs. 

This method of calculating j was first employed by 
Dr. Mayer, of Heilbronn, in 1842. He did not show, 
however, that he was justified in making the assump- 
tion that no heat was required to produce the free 
expansion of a gas, and Joule's experiments were neces- 
sary to complete the reasoning. 

We have stated in several places that heat is used 
in changing the state or condition of a substance from 
solid to liquid, or liquid to gaseous, without change of 
temperature. In the language of the original dis- 
coverer of this fact such heat was said to be latent, 
or hidden, because it did not affect the temperature as 
indicated by the thermometer. In the solid state the 
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molecules of a Bubstance are held together by the foi'cca. 
between them. When the state is changed to that of a 
liquid, work is done against these forces, andtheenergy 
to do this work arises from the heat supplied to produce 
the change. The heat energy is transformed into the 
additional potential energy possessed by the fluid par* 
tides, and this potential energy can be again obtainecy 
from the fluid by causing it to resume the solid form, j 

By the latent beat of fusioa of a solid, then, in 
denoted the number of units of heat required to changO'; 
a unit of mass of the solid to the liquid form without 
change of temperatare, while the latent heat of evapora- 
tion of a liquid denotes the number of units of haati 
required to evaporate unit of mass of the liquid withi*) 
out change of temperature. I 

We have been dealing in the present chapter with 
a number of miscellaneous laws relating to matter^, 
and chiefly, it is true, to properties of matter with respect; 
to heat. We will close it with a law known as Avor; 
gadro's law, which has a most important place in the ■ 
science of chemistry. We have reiisons for believing 
that bodies are made up of a number of very minute 
parts called molecules, and that these molecules are con- 
tinually in very rapid motion. According to Maxwell 
(' EncyclopEodia Britannica,' Article 'Atom'} 'a mole- 
cule ia that minute portion of a substance which moves 
about as a whole, so that its parts, if it has any, do not- 
partcompanyduring the motion of agitation of the gas. 
It ia the smallest mass into wlilcb we can concei' 
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I the substance capable of division without a cliange 

in ifB chemical nature. It may be that a molecule 

3 capable of division; but, if so, the parts into which 

it is divided have no longer the properties of the original 

. Bubstance, but of some other substances of which 

1 the original is composed. Thus, copper sulphate is a 

compound of copper, sulphur, and oxygen ; a molecule 

I of this substance contains all three in certain definite 

proportions. Such a molecule can be divided into the 

three, but ceases after division to be copper sulphate. 

A molecule of steam or water vapour contains hydrogen 

1 oxygen, and we can divide water into these two 

I components, but, when separated, they cease to be water. 

.t may be that a molecule of a substance — hydrogen, for 

I example — consists of two exactly equal and similar 

[ portions, and that in some changes the molecules are 

divided into these two portions ; but, where this is the 

case, the separate parts of which the hydrogen molecule 

is composed have properties which differ from those of 

hydrogen, and are not hydmgen except when combined 

, two and two. 

A molecule of any substance has a certain definite 
' mass ; each molecule, if a compound, has a definite oom- 
I position. Thus, in carbonic oxide, a molecule of carbon 
f oombinea with one of oxygen to form the compound ; 
hence there are as many molecules of oxygen present 
f carbon, and the mass of oxygen which will com- 
bine with a given mass of carbon to form carbonic 
I oxide is a perfectly definite quantity, and bears to the 



maaa of carbon the same ratio as the mass of a mole- 
cule of oxygen beara to that of a molecule of carbon. 

By adding to each molecule of carbonic oxide a 
second molecule of oxygen we get carbonic acid ; the 
ma89 of oxygen which this contains for the same mass 
of carbon will be twice as great as is contained in the 
carbonic oxide. According to this, then, we should 
expect the ratio of the masses in which two aubstaucea 
combine to form a third to be definite, and to have 
some einiple numerical relation to the ratio of the masses 
of the combining molecules, and this is found to be the 

Now, Avogadro's law states that equal volumes of 
all substances when iu the state of gas, and under like 
conditions of pressure and temperature, contain the same 
number of molecnles. It was enunciated by him in 
1811, and again by Amp6re in 1814. 

Thus, suppose that at a temperature of 0° C, and a 
pressure due to 760 ram. of mercury, there are acertaiu 
definite number of molecnles in a litre of hydrogen 
gas ; there are exticf ly the same number of molecules in 
a litre of oxygen, nitrogen, carbonic oxide, or nny other 
gas or vapoor at the same pressure and temperature. 

Again, suppose we find the density, that is, the 
mass, of a cubic centimetre of each of two gases at the 
same pressure and temperature ; since the number of 
moleculesiueachof these two gases is the same, the ratio 
of the two masses fonud above is the ratio of the 
of the individunl molecules of the two eases. Thus, for 
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fxample, it has been fonnd that the mass of 1000 co. of 
hydrogen at 0° C. and 760 is -oeftO gramme, while the 
maBB of 1000 cc. of oxygen under the same conditions 

JB jast aixteen times this quantity. Thus the mass of 
a moiecnle of oxygen gas is sistei-n times that of a 
molecule of hydrogen gas. 

If, then, we take the mass of a molecole of any 
given sabstance as unity, we can attach to any other 
substance a definite number which represents on this 
eystem the mass of a molecule of that substance. It 
rea!!y of course gives the ratio of the mass of that 
molecule to the standard molecule. These numbers are 
known as the molecular weights of the substances. 

As a rule, the mass of a hydrogen molecule is taken 
as nnity and other substances are referred to it. 

We obtain thus a list such as the following, which 
gives the names of some of the cliemical elements and 
their molecular weights : 



Carbon . 


12 


Lifhiuii. . 


7 




. ! 63-3 




3U0 




. 197 


Nitrogen . 


14 






Oxygen . 


16 











To discuss more fully the laws which regulate the 
combination of molecules to form different substances 
is the province of Chemistry. In ihe present volume 
we have been dealing rather with the mechanical and 
physical properties of bodies than with the nature of 
the substances of which they are composed. 




